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EXPLANATORY 





Previous to 1907 there were maintained in the Bell System 
thrve laboratories and departments of development, research and 


experiment,—one by the American Telephone and Telegraph 
Company at Boston, one by the Western Electric at 
Chicago and one by the Western Electric Company at New York. 

In 1907, in the interest of economy and efficiency, these were 
consolidated so far as laboratory and experimental work were 
concerned and the Bell System Laboratory at Bethune and West 
Streets, New York, was established. This was incorporated as 
the Bell Telephone Laboratories, Inc., January first, 1925. The 
expense of operation is divided between the American Telephone 
and egg Company and the Western Electric Company ac- 
cording to the nature of the work done. 

In the Bell System the American Telephone and Telegraph 
Company undertakes, through constant association with the oper- 
ating organizations, to formulate the requirements, present and 
future, of the Bell System. Out of these rements come. the 
—- of the American ro and 8 

epartment of Development Research and the 
oratory. After the problems have been satisfactorily solved, 
the Department of Development and Research adopts as standard 
the systems, equipment and apparatus thus produced which are 
then specified for their proper uses in the Associated Companies 
by the Engineering Department of the American Telephone and 
Telegraph Company. n different departments and companies 
are mentioned in this publication, so far as they are parts of the 
Bell System, they are parts of one working organization. 


H. B. THAYER, Chairman,’ 
American Telephone and Telegraph Company. 
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The Power of Fundamental Speech Sounds 
By C.F.SACIA and C. J. BECK 


SYNOPSI> 
means ol 

\ previous | 
from the power 
speech as a whol 
on the basis of 
of the results is s iv 


| easel a the work done on speech power 
A power oscillograms,' we have made additiona It 
data relative to the vowels, semi-vowels and consona 
prepared a smaller amount of data on the power of 


and the consonants from the amplitude oscillograms 

liminary study of the subject, at least in so far as the latter t 
of sounds are concerned, for these records of speech sounds wet 
to show all sounds in their true relative value hence th 
sounds, being greatly inferior to the vowels were mx 
corresponding] smaller degree of accuracy. We have 
data as the existing records could vield before future 


pleted to make a more comprehensive study of conson 


} 
th 


Stop consonants are not so well ¢haracterized by 
are other types. The unvoiced stop consonants have 
a puff whose main frequency component is of the order o 
with a few ripples of high frequency; and a modifying effect uy 
] 


1 
t 


the beginning or end of the vowel which immediate 


\ precede 
ceeds it. Hence, such a consonant is more of a controllin 
lacks the essential properties of a discrete sound. 

on the puff where it is measurable, we separat 

quency components. In the case of the voiced stop cons 


vocal cord vibrations give the consonant more character of 


MEAN PowER AND PEAK POWER 


In the paper on speech power and energy, the 


was derived (in the case of the vowel sounds 
taken throughout the interval of the vocal evcle 


of an appropriate arbitrary interval instead, 


.S. T. J. Vol. IV No. 4. “Speech Power and Ener 
.S. T. J. Vol. 1V No. 4. ‘‘Sounc h,”’ by 
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one-hundredth of a second, the definition applies as well to consonant 
sounds and in addition has the same practical significance as that of 
the mean power of a vowel. 

Mean power is thus a variable function of time, starting from zero, 
rising to a maximum and eventually falling to zero again as the sound 
is being uttered.’ In studying an aggregate of speech sounds it is im- 
practicable to have the final results in terms of these mean power 
curves; the most important discriminant of such a curve of any sound 
is its maximum ordinate, P»,. This value was used in the earlier study 
and has been given the name “syllabic power’ when used in connection 
with the syllable as a whole. In the present Case we shall abbreviate 


by simply calling it the ‘“‘mean power of the sound Similarly, when 
we are considering the consonant apart from the rest of the syllable we 
select the maximum value of P,, for that consonant. 

Likewise, in considering the instantaneous power of a sound we 
select the height of the greatest peak occurring therein and for con- 
venience we call it the “peak power * 

All the averages hereinafter tabulated are the arithmetic averages 


of such maximum ordinates and not the integrated averages 


NORMAL AND CONVERSATIONAL VALUES 


We specify “normal” values as those derived from monosyllables 
spoken disconnectedly without accent but also without being slighted; 
while “conversational” values are derived from ordinary conversa- 
tional speech. It does not follow that the arithmetic average otf con- 
versational values for a given sound should equal the average of the 
normal value, for the reason that some sounds are slighted much more 


frequently than others, as we shall see later. 


THE CONSONANTS AND SEMI-VOWELS 


Of these sounds two independent sets of data are available: in- 
stantaneous peak power and mean power. The former is summarized 
in Table I. To explain the table in detail we take as an example the 
consonant, “tt as in “tap.” There being one observation upon each 
of two speakers, the greatest observation showed 19 microwatts peak) 
from the lips of the one speaker while the other speaker reached a peak 
of 13 microwatts, and the average of these two is 16. As in the paper 
on Speech Power and Energy, the corresponding values of power in- 
tensity in microwatts per square centimeter at the condenser trans- 
mitter are given in the group at the right. Since the relating factor is 


3See “Speech Power and Energy,” Fig. 1, page 628, for comparison of instantane- 
ous and mean powers. 
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about 127, the intensities 0.15, 0.11 and 0.13 are the first three n 
bers respectively divided by 127 


These values were derived by measuring the amplitudes of the above 


mentioned oscillograms of the acoustic pressure. The maximum ot 


peak amplitudes of the consonant and the succeeding vowel were first 


measured; the square of the ratio between these is the ratio of the 











COrre sponding pe ik powers Now the approximate peak powers ol 
these vowe Is for the LWo sp tkers were found see note under Table | 
from the power oscillograms used in our study of speech power. Hence 
from the product we derive the approximate peak power of the con 
sonant (or semi-vowel). Direct measurement of peak power from the 
latter oscillograms was impracticable because of the low sensitivity of 
the instantaneous power recorder # and the before-mentioned fact that 
the power of the consonants and semi-vowels is low relative to that 
of the vowels. 

Since tre quene ies of the order of 50 evele sare of ne eligible Importance 
in speech, the 50-cyele puff has been separated from the other compon 
ents in the case of the unvoiced stop consonants. This is justified bv 
the fact that the utterances of such a sound by two speakers may seem 
exactly alike to the careful listener, whereas a large puff may be present 
in one case and none in the other 

Phe values thus far considered represent “normal” values in speech 


not accented and yet not slighted 


Cor S ( 1” Number of or ( t 
Measu ( 
(bser 

Symbol XC Max \\ vations Max \\ 
d dot » g () OS } 0 023 0 OO06 
t 60 0 14 14 Q O49 QO OO12 
k t Ss 0 34 ") 0) O39 O OO27 
\ p 4 O OS 1 O O19 0 OOO? 
{ for 36 0 OS 1 () 029 0 OO06 
} 3 6 0.47 S 0 029 QO OOSS 
cl chat 71.9 1.44 19 0 O64 O O116 
] hot 6 0 ‘RS Q) 0 O49 Q O48 
Z ziy ) ().72 31 Q O58 Q OO58 
t 8. / (). 94 115 O O70 0 OO76 


}) SeEMI-VOWELS 


} 
Number of 


Ser Vowel Speake |! I , Per Cn it Tran 
\I rable 
VICasurab 
Obser- 
Symbol Key Max \\ vations Max \y 
| let 9 6 0 33 13 QO O78 0 O26 
I I y 3 6 () 35 ) 0 (29 () OO2S 
I 1Wo0 Pay 146 145 Q.0170 
160.8 1 25 31 0 136 0 O49 


*In recording the power, separate vibrators had been used for instantaneous and 


ean powers. 











Our measurements of mean power, on the other hand, were 1 le 
from power records of conversational speech, w ereater riet 
of observations and speakers. Stress, therefore, pl 7 
part here. 

In Table II is given a compact summary of the dire easuremet! 
made on the power oscillograms Thus considet ra S 
2.9 microwatts was the greatest observed value for v speaker, while 
the average ol all observations (includit gy accented lou ented 
utterances) was but 0.08. Only four obser, S WeVEr, Were 
large enough to be measured \s before, we give the corresp¢ ¢ 


intensities in microwatts per square centimeter at the transmitter in 


the next two columns 


To show the occurrence of stress in the utterance of these sounds in 
ordinary speech, we give in Fig. 1 the stress frequency-distril 
curves ? of several oft-occurring sounds hese curves are derived 
the same manner as were the syllabic stress curves in the study of 
speech power. They exhibit the marked degree in which the 
nants differ in stress for ordinary speech. For example, among the 
sonant sounds, “t"’ and “sh” represent extreme types he former 
either slighted or strongly accented with but little intermediate grada 


tion while the blunt characteristic of the latter indicates the most 


nearly uniform distribution of stress into all shades from zero to maxi 
mum. Similarly with the three semi-vowels shown, “Il and ‘1 re 


extreme types. 
PHe VOWELS 


Some attention was given to vowel power in the other paper wher 
under the heading of “Relative Power of Vowels” (on page 634) were 
charted what we have classified as normal values of mean power 
hese were derived from the mean power curves of disconnected mono 
svilables. Although they were charted separately for male and femal 
voices, we shall not differentiate between the two in the followin n 
Tables HT and IV are summarized the four sets of data based upon the 


speech from 16 voices. Here we see the influence of stress by comparit 


y 
the conversational and normal values. This effect is noteworthy in 
the case of “o” (ton) “a” (tap) and “i (tip) which average consider 
ably less power in conversational speech than in normal syllables 


Another point of interest is the comparison of peak and mean value 


For example, in the normal data, the ratio of peak to mean (i.e. the 


rhe abscissa represents the relative 1 t 


power values exceed the Magnitude of the I te o. 2 ce! ‘. et wee 
zero and one 
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square of the peak factor) 1s greater tor ce ntrally located vowels and ts 


greatest for “a” (tap) as Was mentioned in the earlier paper. Retferrit 


i prt pe TT iit 
to the normal values of peak power we find a surprising degree ot 
regularity in the increase of these values from a minimum for “a” 


tool) toa maximum for “a” (tap) and the falling off again to minimum 

for ‘@’ (teem). The one slight irregularity is the vowel ‘o” (ton 
We have omitted “r”’ (err) from this comparison because it has 1 
well defined place on the Vietor triangle which forms the basis for this 
arrangement of the other vowels). 


rABLE V—SPEECH SOUNDS 


Relative Power, Arbitrary Units 


\ B ( 


Mean Power Peak Power Relative Power 
Speech Key Conversational Normal value \ttenuat 
Sound values for 16 for 2 to give SO 
speakers speakers \rt 

o talk 1870 O88 S6 
a top 1380 1430 174 
oO tone S75 630 619 
a tape SOS 632 567 
e ten 664 975 ‘ S64 
oO ton 616 OSS 174 
u tool 532 344 349 
c teem $X4 4()2 $21 
r ert 384 see note Q)4 
a tap 3606 2170 645 
i tip 346 ORS gs 
n no S4 78 36 
m me 74 185 38 
sh shot 73 192 16 
ch chat 58 87 4 
Ss sit 38 51 11 
z zip 29 52 17 
j jot 19 $1 QS 
ng ring 14 162 134 
k kit 14 10 13 
l let 13 18 157 
t tap 6 6 32 
d dot 3 7 ) 
{ for 3 6 ) 
Vv vat 1 $1 1 
u took see note OSS 347 
zh azure 63 

dh that - 15 

g get 13 60 
b bat - 11 0) 
Pp pot 11 4 
th thin 1 1 


Note: The dash indicates that observations were not availabl 
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RELATIVE POWER OF SPEECH SOUNDS 


\ direct comparison of most of the fundamental sounds will now be 
made. In Table V—A are shown the conversational values (averaged 
of the mean power tor each sound for 16 speakers. The units are taken 
ibitrarily in order to show only the relative values. As might have 
been expected, the vowels rank the highest, the semi-vowels next and 
the consonants the lowest, although we find a few consonants inter- 
spersed among the semi-vowels. In Table VB is the similar arrange- 
ment for the normal values of peak power for the two speakers. Data 
on a larger number of sounds are available for this group, but the same 
general order prevails: vowels, semi-vowels and consonants. Minor 
differences in order (note “'v”’ as in “vat’’) may be expected to occur 
because of the influence of stress upon the conversational value. But 
in both cases the ratio of the maximum to the minimum is of the order 
of 2000. This similarity is striking in view of the difference in the 
modes of utterance and the numbers of speakers in the two cases. 

Finally, in Table V—C are shown relative values® derived on the basis 
of relative attenuation in power required to bring the articulation (as 
judged by the average ear) to S0S;. Since disconnected monosyllables 
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were used in this test the values are normal values in our present 
category. Although the same general order of the other two tables 


Taken from the paper presented by Harvey Fletcher before the Modern Lan- 
guages Association, December 1923. Values are there called relative ‘intensity’ 
which term we avoid here because of the acoustic meaning already assigned to in- 
tensity: power per square centimeter. 
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prevails here, there are considerable differences throughout which may 


well be expected since the ear is used in making the balance. The 


Ing lactor 


frequency response characteristic of the ear is the complicati 
in thiscase. The ratio of maximum to minimum here is of the order of 
one thousand or about one-half the absolute power ratio found in the 
two preceding tables. 

A more orderly comparison between power and “relative attenu 
ation”’ exists in the case of the vowels alone as shown in the ch irt ol 
Fig. 2. Thus the peak power and “relative attenuation”? most nearly 
correspond at the ends of the chart (especially the left) where there is 
resonance of lower frequency in the vowels. The vowel ‘‘o” again 
shows a peculiarity in that the two trends—as shown by the envelopes 

intersect here. Peak power predominates over “relative attenua 
tion” in the three successive vowels ‘‘a,”’ “‘a,”’ ““e,”’ which have strong 
resonance in the region from 600 to 1200 evcles. The vowel “i” gives 
the only erratic turn in this comparison, differing considerably from 
the two adjacent vowels. 

As for loudness in the ordinary sense, let us note a phenomenon of 
rather common occurrence in these days of good quality sound repro- 
ducing apparatus. One may be listening to well reproduced speech at 
ordinary volume when suddenly a slightly accented syllable containing 
“a” (tap) comes through with noticeable overload distortion and its 
accompanying disagreeable effect upon the ear. Although the listener 
does not judge this sound to be any louder than numerous accented 
sounds preceding and following it, still the fact remains that there has 
been considerable overload due to the peaks of the wave being cut off 
by the amplifier. Where do we look for the explanation? As noted 
in the earlier paper this vowel has the highest peak factor, and we have 
already seen in Table IIT that it normally contains the greatest peak 
power. In spite of this therefore, it would seem that the loudness of 
this sound does not predominate over the loudness of the sounds in the 
first half of the chart, as does the peak power. This phenomenon can 
also be demonstrated, for the vowel “é@’ (teem) and toa lesser degree 
even for the vowels which intervene between these two in the tables 
and chart of the vowel sounds. 











Extraneous Interference on Submarine 
Telegraph Cables 
By J. J. GILBERT 


Synopsis: In order to avoid a considerable reduction in speed ol opera- 


tion, which would have resulted on account of the unusually large parasitic 


disturbances encountered in the neighborhood of New York, the New 
York-Azores perm illoy loaded cable was equipped with a new type of earth 
connection consisting of a conductor extending 100 nautical miles to sea 
ind there connected to earth through an artificial line. 

Chis paper presents the theory of the new type of sea earthing arrange- 
ment and discusses the sources of extraneous interference and the manner 
in which it is picked up by submarine cables. A method is developed for 
estimating the magnitude of terminal extraneous interference in the case ot 
any parti ular cable. 


A“ ING the factors limiting the speed of operation of long sub- 
marine telegraph cables one of the most important is the mutila- 
tion of the received signals by electrical disturbances picked up along 
the cable andgtransmitted with the incoming signal to the receiving 
instrument. Phe nature of this disturbance is shown in Fig. 1 which is 
an oscillographiec record over a short period of time of the difference of 
potential across the terminals of the receiving instrument of a cable 
system, at a time when no signals were being received over the cable. 
Although the complete signal correction networks were not in circuit 
at the time this record was taken, the latter is representative of the 
form of the extraneous disturbance that would be superposed on the 
record of an incoming signal. It is evident that unless the signal am- 
plitude is suthciently large c6mpared with the amplitude of interfer- 
ence, the latter will seriously interfere with the interpretation of the 
siphon recorder tape or with the functioning of relays operated by the 
signal current. That this condition constitutes a limit on the speed of 
Operation of the cable is indicated by ig. 2 which shows the amplitude 


of a signal, received over a typical transatlantic cable, as a function of 
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the signal frequency.' It is evident, that corresponding to the mini 


mum amplitude at which signals are just legible through interference, 
there is, for a given value of sending voltage, a maximum speed of sig- 
nalling which cannot be exceeded, without danger of serious mutilation 
of the signal. If by any means the magnitude of the extraneous inter- 
ference can be diminished, signals of smaller amplitude can be em- 


ployed and the speed of operation consequently increased. 
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The present paper will be devoted to a description of the manner in 
which extraneous interference is picked up by submarine cables, with 
a discussion of the influence of various factors such as depth of water, 
cable structure and operating conditions. There will also be described 
a method of reducing interference by a modification of the cable struct- 
ure. This method has been remarkably successful in the case of the 
New York-Azores continuously loaded cable,’ and has helped to make 
available the great gain in operating speed due to continuous loading, 
which is the outstanding feature of this cable installation. 

The disturbances encountered on submarine cables are due mainly 
to induction from extraneous electromagnetic tields in the sea water, 
' 1 The signal frequency is defined as the fundamental frequency involved in a suc- 
cession of alternately positive and negative unit impulses. 


2 Buckley, O. E., Journal A. I. E. E., Vol. XLIV, p. 821, August 1925, Bell System 
Technical Journal, Vol. IV, No. 3, July 1925. 
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arising from a variety of sources, which may be broadly grouped into 
two classes. The first class comprises artificial sources, such as elec- 
trical power or railway systems in the neighborhood of the cable ter- 
minals. Currents circulating between the various earth connections of 
such systems give rise to electromagnetic fields in the earth and sea 
water, which fields may have the form of transient surges or pulses, 
or may be periodic in nature. The second class includes the various 
manifestations in the atmosphere or at the surface of the earth, such 
is electric or magnetic storms, which are also responsible for the dis- 
turbances in radio communication known as “‘static.”” Very little 
definite data is available regarding the magnitude and character of 
the natural disturbances affecting submarine cables, but it is found 
that, as in the case of static, the intensity of such effects is influenced 
by a number of factors, the season of the vear and the geographical 
location being among the most important. At times of unusual activ- 
itv, such as that accompanying the aurora polaris or local electrical 
storms, the voltages induced in the cable conductor are so large as to 
prohibit operation of the cable. 

xcept in the case where the source is in the immediate vicinity of 
the cable, the effect of any disturbance upon the cable can be con- 
sidered as the result of a fluctuation of potential at the surface of a 
massive conducting medium, the ocean, which gives rise to electromag- 
netic waves which are propagated in all directions from the source and 
which penetrate the interior of the conducting medium according to the 
well-known laws governing ‘‘skin effect.””. Due to the presence of 
varyang electric and magnetic fields in the sea water adjacent to the 
cable, an electromotive force is induced in each section of the cable 
conductor, and the resulting current is transmitted along the con- 
ductor to the cable terminal, combining with the currents due to elec- 
tromotive forces induced in other sections to make up the total ex- 
traneous interference. 

At the surface of the ocean the disturbance may take a variety of 
forms, for instance a succession of pulses or a train of damped oscilla- 
tions. In any case the most convenient method of following the dis- 
turbance through the sea water into the cable conductor and along 
the conductor to the cable terminal is to consider the disturbance 
made up of a number of sinusoidal components of all frequencies from 
zero to infinity, the relative amplitudes and phases of the various 
components being determinable from the wave shape of the disturbance 
by the methods of Fourier analysis. The transmission characteristics 
of the interference transmission system at any particular frequency can 
then easily be studied, and finally the total effect of the original dis- 
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turbance can be obtained by summation of disturbances of all fre- 
quencies. 

The extent to which electrical disturbances penetrate below the 
surface of the ocean can be determined from the theory of induction of 
currents in continuous media, where it is shown that the components 
of the electric (E and magnetic fields (FI Pp irallel to and at a distance 
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z below the surface of an infinite plane conductor are given by the 
formulas 3 


E=E, e—™, IT=H, e—™, k=20vV/2Nif, 


where /, and /I, are the values of E and H/ at the surface, d is the 
electrical conductivity of the medium and f is the frequency. Em- 
ploying the value of \ for sea water and expressing 2 in feet, gives 


k=1.35 X 10°30/f (1+: 


The curves of Fig. 3, computed from formula (1), indicate the man- 
ner in which sinusoidal disturbances of frequencies in the telegraph 
range are attenuated by various depths of sea water. It can be seen 
that the magnitude of a disturbance falls off rapidly as it penetrates 
the water; also that this attenuating effect is greater the higher the 
frequency. At a depth of one or two miles, at which the greater part 


3 Jeans “Electricity and Magnetism,’’ 2nd Edition, p. 477. 
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of the typical transoceanic cable is submerged, only the extremely low 
frequency components of the surface disturbance are encountered to 
an appreciable degree. In the vicinity of the terminals, however, 
where the water is comparatively shallow, the cable is exposed to the 
higher frequency components of the disturbances, and it is usually in 
these sections that the greater part of the most troublesome disturb- 
ances is picked up. This ts especially true in localities where the zone 
of shallow water extends a considerable distance from shore. Such a 
case is shown in Fig. 4, which represents a typical profile of the ocean 
bottom for the shallow water portion of a cable terminating at New 
York. 
DISTANCE FROM NEW YORK-NAUTICAL MILES 
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FIG.4 


The phenomena attending the induction of an electromotive force in 
the cable conductor by an electromagnetic field are rather complicated 
and dithcult of exact computation. In the first place, on account of 
the change in electrical constants in passing from sea water to ocean 
bottom, the electric and magnetic field intensities in the neighborhood 
of the cable are somewhat different than indicated by equation (1). 
The influence of this factor upon the final result is in general small 
compared with that of the other factors that we are considering, and, 
on account of our lack of knowledge concerning the electrical character- 
istics of the ocean bottom, theoretical discussion would be of little 
practical value. A second factor is the shielding effect of the armor 
wiresfand metallic tapes surrounding the core. No attempt will be 
made in the present paper to work out an analytical solution of this 
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problem. There is available, however, from a recent study of the 
problem of the sea return resistance of a submarine cable,* information 
that enables us to compare the behavior of various cable structures 
from the point of view of shielding. One of the results of this work was 
the determination of the degree to which the shielding effect of the 
metallic sheath around the cable causes the returning signal current 
to flow in this sheath rather than in the surrounding sea water. It is 
obvious that the greater the tendency of the metallic sheath to confine 
the return current to itself, the more effective the sheath will be in 
reducing the pick-up of interference. Allowing for the two effects just 
discussed, it is evident that the electromotive force induced in unit 
length of the cable conductor is given by an expression of the form 


~ 


c= Ke ™ é 


where A is a multiplier, the value of which will be determined only on a 
relative scale. 

The electromotive force induced in any section of the cable conductor 
gives rise to sinusoidal currents and potentials which are transmitted 
in both directions along the conductor in accordance with well-known 
laws. For simplicity we will assume that the cable is terminated at 
both ends in its characteristic impedance, Z, the result corresponding 
to any other values of terminal impedances being readily determinable 
ifneeded.’ Then an electromotive force e dx, induced in a short section 
of cable of length dx, distant x from the terminal, will result in a current 


e dx ‘ 

oil 3 
at the terminal. If the electromotive force per unit length e is picked 
up uniformly over a length of cable extending from x=a to x=s, then 
since the impedance in each direction from the point is Z, the resulting 
current at x =o will be 


¢ 
| dy € 
22 Ja { 
¢ me 
2 € x 
4 Carson and Gilbert ‘Transmission Characteristics of a Submarine Cable,” Jour 
Franklin Inst., Vol. 192, p. 705, 1921, and Electriciun, Vol. 88, p. 499, 1922; B 


tem Technical Journa!, Vol. 1, No. 1, July 1922 
5 Heaviside, ‘Electromagnetic Theory,’’ Vo 
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Thus the effect at x=o is the same as if an electromotive force 


l t 
¢ 7 had been impressed at x =a.' 
t 


It would now be possible to assume a detinite form of disturbance at 
the surface of the ocean, and by applying the principles that have been 
dis¢ ussed in the preceding pages, to work out for any particular cable 
the wave shape of the resulting interference at the cable terminals. 
On account of our lack of knowledge as to what might be considered 
a typical disturbance at the surface of the ocean, such results would 
be merely speculative, and would be of no practical value in predicting 
he actual terminal interference that might be expected. A much 


better scheme is to compute for each cable, what may be called the 
interference susceptibility, this being defined, for a particular fre 
quency, as the integral 
) 1 € s¢ YF wax. 5 
the integration extending over the entire cable. A is a factor which 
takes account of the shielding by armor wires, and changes at each 
point on the cable where the armoring changes. 2 is the depth of im- 
mersion at a distance x from the terminal, the relation between z and a 
being obtainable from the protile curve of the cable route. By com- 
paring the susceptibilitv-frequency curves for two cables we can obtain 
an idea of the relative disturbances to be expected on the cables, with 
the possible exception of that part arising trom sources in close proxim- 
itv to the cables. For the latter ty pe of interference special consider- 
ations are necessary 
In drawing conclusions from a susceptibility-frequency curve it Is 
essential to bear in mind that, although the disturbance at the cable 
terminal is a composite of sinusoidal voltages and currents of all fre- 
quencies from zero to infinity, we are principally concerned with the 


\n interesting conclusion to be drawn from equation (4) is that the contributions 


from various portions of a long section of cable due to a uniform disturbance tend to 


neutralize each other, on account of the fact that they arrive at x =a in various phases 

Since y is equal to a+/8, where a is the attenuation constant and 6 the phase con 

stant, both per unit length, the quantity e~sY can be represented graphically by a 

vector of length <«-5@ and angle s3). If a were zero the value of the factor 1—e-s59 

would be zero for s8=0, 27, 47, 67, et Phat is the disturbance picked up over a 
2n 

length of cable s Pm being any integer, would have no effect at the terminal of the 
i 

cable. On account of the fact that a is not zero, the quantity e757 is less than unity 

for all the above values of s except s=o0, and complete neutralization of the disturb- 


ince does not occur. In the case of an inductively loaded cable, however, for a given 
value of a, 8 is many times greater than the value for the corresponding non-loaded 
cable his means that neutralization of interference picked up on the loaded cable 
is much more complete than in the case of a non-loaded cable. 











components Iving within a certain frequency range, the limits of which 
depend upon the speed of signalling. This is due to the fact that the 
characteristics of an ordinary submarine cable are such that the low 
frequency components of a signal are transmitted with much less di 
diminution of amplitude than are the higher frequency components 
Consequently * it is found necessary, in order to render the signal 
intelligible, to employ a correcting network at the receiving terminal 
one function of which is to attenuate the arriving low frequency com- 
ponents so that they finally are in the proper proportion to the higher 
frequency components. Also it is found that frequencies which are 
higher than about one and one-half times the signal frequency are not 
required in order to obtain intelligible signals, so that the receiving 
network can be designed to remove disturbances ot the higher tre 
quencies. The receiving apparatus therefore acts as a band filter 
towards the interference arriving at the terminal and emphasizes the 
part plaved by the components of interference of frequencies in the 
neighborhood of the signal frequency. On this account it is possible 
in the majority of cases, to obtain the significant portion of the sus 
ceptbility-frequency curve by limiting the integration in (5) to the 
portion of the cable submerged to a depth ol approximately LOOO teet 
or less, since, as has been previously indicated, only disturbances of 
extremely low frequencies are picked up on the deep water portion 
of the cable. 

Given the problem of predetermining the interference at the ter- 
minal of a pre jected cable, the following pre cedure can be emp! ved: 

1. Over a period of time sufficiently long, a series of records of in 
terference is taken on a cable terminating in the same general neigh 
borhood as the proposed cable. Oscillographic records of the Uv po 
shown in Fig. | are very desirable for this purpose 

2. From these records, and from the computed susceptibility-fre 
quency curves of the existing and projected ( ibles the interference eon 
the latter can be predicted 

The method just described Was appled to predetermine the inter 
ference at the terminals of the New York-Azores permalloy loaded 
cable. At the Azores terminal the cable reaches deep water within a 
few miles of the terminal, and the resuits indicated that the magnitude 
of interference to be expected would be sutficiently small to permit of 
signalling at the speed at which it was desired to operate. At the New 
York terminal, however, the ocean for a distance of about 100 nautical 
miles is comparatively shallow, and cables in this vicinity are exposed 


to rather severe disturbances. This is partly due to unusually strong 


‘See Milnor “Submarine Cable Telegraphy,” Trans. A. 7. E. £., Vol. 41, p. 20, 1922 
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stray fields from the numerous electric railway systems in the neighbor- 
hood of New York. By means of an amplifier and a recording string 
oscillograph records were obtained of the interference on the Western 
Union Telegraph Company's non-loaded cables terminating at New 
York. In taking these records a number of terminal networks were 
employed, with various attenuation characteristics, in order to obtain 
an idea of the distribution of interference with respect to frequency. 
Another series of tests was made, on board the Western Union cable- 
ship “Clowry,” during which a cable was raised from deep water, cut, 
and interference studies made on the two parts of the cable. A study 
of these results according to the method that has just been described 
indicated that unless some means were employed for reducing the 
terminal interference, a great sacrifice of signal speed would have to be 
made, at least on westbound trafic. The remedy that was adopted 
is a special type of earth connection LOO miles at sea, to which the 
ground terminal of the receiving apparatus is connected. The theory 
of this arrangement will now be developed. 

kor the purpose of diminishing extraneous interference there is pro- 
vided on most submarine cables an earthing arrangement, which, as 
shown diagrammatically in Fig. 5, consists of a core Cy of the same 


general type as that used in the main cable Cy, and which may be 


FIGS 
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armored either with the main cable or in an independent sheath. This 
core usually extends for a distance of a few miles from the shore, to a 
point G, where the conductor of the core is grounded on the armor of 
the main cable. The receiving apparatus associated with the main 
cable conductor is then connected to earth through the sea earth con- 
ductor and the earth connection at its sea terminal. It is evident that 
if the main core and the sea earth core are close together they will both 
be exposed to the disturbances encountered between the terminal and 
the point where the sea earth conductor is grounded. If the two cores 
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reacted in the same degree to these disturbances, then it is clear that 
corresponding to each disturbing impulse at 7), due to pick-up at any 
point a; on 7. there would be an equal impulse at 72 due to pick-up 
at d2 the corresponding point on 7’. G and there would be no resulting 
difference of potential impressed on the receiving network due to these 
disturbances. As a matter of fact the section 7» G does not react to 
disturbances in the same manner as the section 7; 7, even though the 
two cores have identical linear characteristics. Although the imped 

ances looking landward from a; and a2 will be equal, the impedances 
looking seaward from the two points are likely to be wide ly different, 
and the impedances into which electromotive forces induced at a; and 
a2 work will not be equal. The same disturbance will therefore set up 
currents of different amplitudes in the two conductors, and there will 
be a difference of potential between 7) and 72 which will be indicated 
on the receiving instrument. Another way of looking at this effect is 
to consider the disturbances picked up at a; and de as resulting in 
transient waves of potential and current which are propagated along 
the two conductors in both directions from the points of pick-up. The 
waves travelling from a; to 7) are equal to the corresponding waves 
travelling from a2 to 7. A similar equality holds for the waves travel 

ling from a2 to G and from a; to MW. On arriving at G the waves on the 
sea earth conductor are reflected and travel back along the conductor, 
finally arriving at 7». Since there is no corresponding reflection on 
the main conductor, there will be an unbalanced disturbance, the 
magnitude of which depends upon the amount by which the disturb- 
ance was attenuated in travelling over the route ag—G— 7. 

The remedy ° for the condition just described is to eliminate reflec 

tion at the sea end of the sea earth conductor, or, if for any reason, 
there is a reflection at the point /, to balance it with an equal reflection 
at the point G. This can be done by grounding the sea earth con- 
ductor at G through a network having an impedance that bears the 
same relation to the impedance of the conductor G 72 as the impedance 
of the cable seaward of JJ bears to the impedance of the conductor 
M 7T,. When the two cores 7, \/J and 7» G are alike, the impedance 
of the network should equal the impedance of the main cable at .\/ 


8 Osborne, U. S. Patent 1,390,580—1921 
Heurtley, Br. Patent 198,978—1923., 
Gilbert, Br. Patent, 218,261—19206. 


’ There is one important type of disturbance which has not been dealt with in the 
preceding discussion, namely, that due to the signal currents on cables which cross or 
lie close to the cable in which we are interested. It is evident that the electromotive 
forces induced in the cable conductor due to such causes behave in the same mannet 
as any other disturbing electromotive force and that the magnitude of their etfect 


can be reduced by the use of a balanced sea earth conductor terminated at a point 


beyond the region of disturbance. 
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With this source of unbalance between the main core and the sea 
earth core removed or greatly reduced it becomes increasingly im- 
portant that the factors affecting the pick-up and the transmission of 
interference on the two cores be made as nearly as possible the same 
In manutac turing the cable. core lengths should be paired oft in such a 
manner that the electrical constants of any portion of the sea earth 
core match the constants of the corresponding portion of the main 


he two cores should preferably be armored together. 


core, and t 

By an extension of the method emploved in deriving formula (5) an 
expression for the interference-susceptibility frequency characteristic 
of a cable having a balanced type of sea earth can be derived. This 
expression will consist of two terms, the first representing the resultant 
interference due to lack of balance between the sea earth conductor 
and the main core, and a second term, similar in form to (5), repre- 
senting the interference picked up on the portion of the cable beyond 
the sea earth termination. Because of the difheulties involved in 
balancing, there is a value below which the first term cannot practically 
be reduced, which residue amounts to a few per cent of the magnitude 
of interference that would be encountered on this portion of the cable 
if the balanced type of sea earth were not emploved. The second term 
can be reduced to any desired value by terminating the sea earth in 
water of sufficient depth. It is evident that when the sea earth has 
been extended to a point where the second term is small compared 
with the first, the limit of interference reduction ts reached. 

The question as to how far from shore the sea earth should be located 
in a particular case is an economic problem, the optimum location 
being that where the increase in value of the cable, due to diminution 
of interference by further extension of the sea earth, balances the ad- 


ditional cost of making the extension. In some cases it is found eco- 


nomical to obtain the desired ratio of signal-to-interference by means of 


a more efficient and expensive core rather than by an extended sea 
earth conductor. In the case of transatlantic cables terminated at 
points on the English Channel, or on the North Sea, for example, sea 
earth conductors several hundred miles in length are required in order 
to get a deep water termination. By increasing the weight of the main 
conductor, thereby increasing the amplitude of signals received over 
the cable, a greater amount of interference can be tolerated, in which 
case a comparatively short sea earth can be emploved, just long enough 
to get rid of local interference and of the pick-up of signals from cables 
terminating nearby. 

An inductively loaded submarine telegraph cable possesses charac- 
teristics which make the balanced type of sea earth particularly 
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adaptable. Fig. 6 shows the real and imaginary parts of the character 
istic impedance of a typical cable designed to operate at a speed cot 
responding to about 60 c.p.s. It is evident that for all frequencies 
above 20 c.p.s. the impedance can be approximated very closely by a 


pure resistance of about 400 ohms. In contrast to this, the character 
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istic impedance of a non-loaded type of cable varies with frequency 
and has a reactance component about as large as the resistance com 

ponent. In the case of the loaded cable the problem ol designing a 
terminating network for the sea earth conductor is therefore com 

paratively simple, being a matter of finding a method of including 
in the cable structure a resistance of several hundred ohms. It is true 
that a network of this sort does not provide a good balance tor fre 

quencies much below 20 ¢.p.s., and components of interference of these 
low frequencies will be found at the cable terminals due to the lack of 
balance between the main cable and the sea earth. As was previousls 
pointed out, however, these components will be so greatly attenuated 
by the signal correcting networks that their effect upon the receiving 
instrument will be inappreciable. This is illustrative of a general 
property of the loaded telegraph cable, namely, that when a cable is 
suitably designed for the frequesncy at which it is to be operated its 


characteristic impedance approximates closely to a resistance over a 
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range of frequencies which extends considerably below the signal fre- 
quency, so that the resultant interference due to employing a resistance 
termination for the sea earth conductor will be attenuated to such a 
degree by the signal correction networks that it will in general have a 
negligible effect upon the receiving instrument. Moreover, it is prob- 
able that a considerable amount of low frequency disturbance is picked 
up beyond the sea earth and the gain obtained by improving the 
balance for these frequencies would not be very great. 

A practical design for the terminating resistance consists of a length 
of several hundred feet of stranded wire, approximately 0.05 inch in 
diameter, of high resistivity material, insulated with gutta percha. 
After being joined at one end to the sea end of the sea earth core, the 
insulated conductor is served with jute and laid up with the main core 
for armoring exactly in the same manner as any other portion of the 
sea earth core. The free end of the conductor is grounded by connect- 
ing to the armor wires in the usual manner. A structure of this sort 
satisfies very completely the requirement of simplicity and lightness, 
and is as easily maintained as a length of ordinary cable similarly 
located. 

There is a second characteristic of the loaded type of cable that 
tends to simplify the problem of the design of a balanced type of sea 
earth. It has been shown that the portion of the extraneous interfer- 
ence that it is most desirable to eliminate consists of the components of 
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frequencies in the neighborhood of the signal frequency. Since the 
operating speed of a loaded cable is five to ten times that of the cor- 
responding non-loaded cable, it is evident from the preceding discussion 
that in order to effect a given reduction of interference in any particular 
locality, the sea earth of the loaded cable can be located closer to shore 
and in shallower water than in the case of the non-loaded cable. 

In the case of the New York-Azores cable the balanced type of sea 
earth has been very effective in reducing extraneous interference. 
hig. 7 is an oscillographic record of the terminal interference between 




















INTERFERENCE ON SUBMARINI 


this cable and its sea earth taken at the same time and under the same 
conditions as Fig. 1, which is the record of terminal interference on an 
adjacent non-loaded cable provided with the ordinary type of sea 
earth. In both cases a large condenser was inserted between the cable 
and the amplifier to reduce the “‘zero wander” due to components of 
very low frequency. Comparison of the two records indicates that the 
interference on the cable with the ordinary sea earth is about ten times 
that on the cable with the balanced sea earth. The contrast between 
the two types of sea earth is still more pronounced at times when 
terminal interference is unusually large. It has been found possible, 


for example, to operate the New York-Azores cable during violent 


local electrical storms when neighboring cables were compelled t 


cease operation. 














Neutralization of Telegraph Crossfire 
By R. B. SHANCK 


Synopsis: With the simple means here described for neutralizing 
nutual interference between parallel telegraph circuits, it has been found 
practicable to effect a reduction to 10 or 20 per cent of the original values 
lhis has improved considerably the operation of some circuits and made 
available others which were previously unsuitable. The resulting improve 
ment in transmission has made possible the elimination of certain inter- 
mediate telegraph repeaters with material savings. The neutralizing 
apparatus has no material effect when crossfire is not present, that is, 
when the paralleling wires are idle. It has been found that the use of 


arrangements here described on certain long open wire circuits makes pos- 
sible fast manual full-duplex operation where only medium-speed half-duplex 


operation was possible before Furthermore, in the case of some cable 
circuits where it was impossible to operate more than two telegraph circuits 
per quad, it is now practicable to obtain four telegraph circuits. 


INTRODUCTORY 


NM ANY ground-return telegraph circuits are subject’ to serious 

mutual interference due to their proximity to one another on 
pole lines or in cable and in certain cases due to interconnection in 
office apparatus. The interfering currents, commonly referred to 
as “‘crosstire’, in one telegraph circuit, caused by the transmission 
of signals on paralleling telegraph circuits, have caused consider- 
able difhMeulty in the operation of such circuits. Crossfire has either 
limited the speed of operation or seriously impaired the quality of 
transmission in many Cases. 

In the following there are described methods which have been 
successfully applied to a number of ground-return  polar-duplex 
telegraph circuits in the Bell System for the purpose of neutralizing 
crossfire. These arrangements are comparatively inexpensive and 
afford a marked improvement in transmission. This paper deals 
specifically with methods for use on wires which are either used 
simultaneously for telephone purposes or at least are grouped and 
transposed so as to be suitable for telephone operation ; there is, 
however, no reason why the principles may not be profitably applied 


in many cases where wires are intended exclusively for telegraph use. 


NATURE OF CROSSFIRE 


When mutual admittance, or coupling, exists between two tele- 
graph circuits, operation of one, of course, occasions extraneous 
current impulses in the other circuit. The presence of such impulses 
in the receiving apparatus at the terminals of the disturbed circuit 
results in adverse effects on the telegraph signals. In the case of 
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closely parallel circuits extending between two stations, consider 
able interference is generally experienced both at the station from 
which the disturbing signal is transmitted and also at the distant 
station. In this paper, the crossfire current (noted in the interfered 

with circuit) at the station from which the interfering signal is sent 
will be referred to as “* sending-end crossfire’ and that at the distant 
station as “‘receiving-end crossfire’. For example, assume two 
parallel wires from A to B; if a signal be sent on wire No. 1 from A 
to B, sending-end and receiving-end crosstire will appear in the receiy 


\ 


ing apparatus of wire No. 2 at A and B, respectively This m 
mutilate incoming signals, or in extreme cases cause false signals 

The type of line circuit and the kind of apparatus emploved have 
a considerable effect upon the amount of crossfire between circuits 
It has been found that it depends chiefly upon the amount of mutual 
capacitance and, to a lesser extent, upon the natural mutual in 
ductance of the wires; mutual conductance or leakage is responsible 
for some d-c. crossfire during periods of low insulation resistance 
but this increment is in general comparatively unimportant As 
will be brought out later, loading! of circuits has a large effect on 
crossfire. Such factors as the gauge of wire, separation between 
wires, length of circuit and the presence of other wires on the sam 
pole line have, of course, considerable influence. 

In the Bell System plant, crossfire is in general of little consequence 
except among the four wires of a“ phantom” group, the reasons 
for which will be discussed later. [t is of interest to note that receiv- 
ing-end crossfire is Comparatively much more serious between wires 
in cable than between those of open-wire lines. Entrance cable, 
that is, cable emploved to bring open-wire circuits into large cities, 
has comparatively little effect, as the length is generally short. Such 
apparatus as the composite sets which are used to derive d-c. tele 
graph circuits from telephone wires, and in certain cases filters used 
in connection with superposed carrier-current) systems, contribut 
to crossfire inasmuch as they introduce some coupling, chiefly mutual 
capacitance. 

Fig. 1 shows schematically the circuit arrangement of the polar 
duplex telegraph apparatus in conjunction with a pair of wires com 
posited for simultaneous telephone and telegraph operation. These 
types of apparatus are well known and will therefore be described 
only briefly. Independent two-way telegraph transmission is pos 
sible on each wire since the receiving relay occupies a position in a 


1See ‘‘Development and Application of Loading for Telephone Circuits”, Shaw 
and Fondiller, A. I. E. E. Jour. March, 1926 
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balanced circuit analogous to that of a Wheatstone-bridge galvano- 


meter as regards outgoing signals, and is therefore operated only by 


incoming signals. 


The fact that the home relay is not influenced 


by the home battery will be appreciated by considering the battery 


at the distant station to be short-circuited and the artificial line to 


balance the line and distant apparatus perfectly. 


When _ battery 


is introduced at the distant station however it causes a signal to be 


Fig. 1 
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Line equipped with composite sets and ground-return polar duplex sets 


received at the home station as it corresponds to inserting a battery 


in one arm of a Wheatstone bridge. 


The ** bridge coil’ is connected 


so as to be series-aiding for incoming signals, the inductance being 


about 


signals, the inductance then being about 3 henries. 


75 henries in this case, and parallel-opposed for outgoing 


The composite 


set serves to separate the telephone currents from those of the two 


telegraph circuits by “ filtering ”’ 


action or frequency discrimination, 


the telegraph employing a frequency range below that of the tele- 


phone. 


The oscillograms which are shown in Fig. 2 illustrate the wave 
rl ll hicl | nin | 2 illustrate tl 


shape and magnitude of crossfire impulses in comparison with the 


normal operating currents, in a typical composited large gauge cable 


circuit. 


Trace A shows the wave-shape of the normal current in 


the line at the sending end (reduced to about one-seventh as com- 


pared to the other waves), and B shows the current in the receiving 


relay at the distant station. 


Although it is not outstanding in the 
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Telegraph Line Current - Transmitting End 


- 
Telegraph Current in Receiving Relay 


: a 


Sending End Crossfire, Wire 1 to Wire 2 








Sending End Crossfire, Wire 1 to Wire 3 


m 


Receiving End Crossfire,Wire | to Wire 2 





Receiving End Crossfire, Wire 1 to Wire 3 


Fig. 2—Telegraph operating and crossfire currents. 13 B.&S. Ga. load 
Quad. 90 miles in length 
Note 1: Oscillograms of crossfire current taken with vibrator in series with receiving 
relay 


Note 2: Wave “A,”’ 150 milliamperes per inch; other waves 20 milliamperes per 
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present instance, the sending-end current is usually characterized 
by peaks and rapid changes, while the received wave is somewhat 
rounded off, and this results in most of the induction taking place 
in the portion of the line near the sending station and the apparatus 
at that station. C illustrates sending-end crossfire between wires 
of the same pair and I) that between wires of different pairs but in 


the same quad. Trace E shows the receiving-end crossfire between 





wires of the same pair and F that between wires of different: pairs 
but in the same quad. ©, D, E, and F may be considered as super- 
posed in various combinations on B to obtain an idea of the mutila- 


tion of signal waves at usual speeds of manual Morse operation. 
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Fig. 3—Dzustorting effect of crossfire impulse 


hig. 8 has been drawn to illustrate how a crosstire impulse may ‘ 
cause distortion of a telegraph signal. The lowest wave is a combina- : 
tion of the received signal and crossfire impulse which are shown | 
above. XN and Y are the points at which the polar relay operates, j 


assuming that it is required that the current build up or down ap- 
preciably beyond zero in order to move the armature. It will be 
clear that the dash has been shortened by the amount Z. Obviously 
only a limited amount of such distortion is allowable in telegraph 
signals. Under some conditions the crossfire is of sufficient strength 
to cause false signals, such as an extraneous dot in a long space or 


a break (space) in a dash. 
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An additional serious effect of crossfire is that it interferes witl 
the obtaining of accurate duplex balance adjustment, since cross 


fire currents mask the effect of small changes 11 


tificial line. 
PRINCIPLES OF NEUTRALIZING ARRANGEMENTS 


The principles involved in neutralizing the crossfire will first. be 
discussed for the simplest case, that is, with only two parallel wires 


reserving the case of four wires for the next section of this paper 


Se nding Cnd Crosstrre 


An arrangement suitable for neutralizing the sending-end cross 


fire between two polar-duplex circuits is illustrated in’ Fi 


we > = < = ver 
. 
4 : o . > l 
vt ’ ‘ 
+ -* -¢ 
- + - 
we - * - ; ‘ 
a Al 
T i aigt + bee 
| at eT 
bs ‘ 
\ .-s-~4 
R —— 
’ ? 
tr — ==> ave 
. ' . 
‘ i ° 
tee + > 
ves a i i a ° ‘oe 
‘ 
. — 
— 


Fig. 4—Method of neutralizing sending-end crossfire between two tel 


heavy arrows indicate the disturbing line current which flows when 
the tongue of the pole-changer of circuit Y at station A moves from 
the negative to the positive pole. The feathered arrows show. the 
direction of the resulting crossfire currents which tend to flow through 
the polar relays of circuit X. It will be apparent that the sudden 
increase, in a positive direction, of the potential applied to circuit: Y 
would cause an impulse of current in the relay of X at the sending 
station A in the direction shown if the circuits were coupled by cap 
acity only or by the natural mutual inductance of the two parallel 
ground-return circuits. Neutralization is effected by providing a 
mutual admittance between the two balancing artificial lines to 
simulate that existing between the real lines. It will be clear that 
upon the operation of the pole-changer of circuit Y, an impulse will 
pass through the neutralizing circuit C, R, and through the relay 
of circuit X at A in such direction as to oppose the crosstire current 
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(The neutralizing impulse is indicated by the dotted arrows.) An- 
other point of view is that a symmetrical or balanced arrangement 
similar to a Wheatstone bridge is provided in which the coupling 
of the line circuits is balanced by the coupling introduced between 
the artificial lines. It has been found experimentally that a simple 
connection consisting of a condenser and a timing resistance in series 
as shown are sufficient to effect neutralization on either open-wire 
or cable circuits. It will, of course, be seen that such a connection 
is effective for neutralizing crossfire from either circuit into the other, 
and furthermore that it is capable of performing both functions 





simultaneously. 

As shown in Fig. 4 the neutralizing connection is made at the 
beginning of the artificial line (at the junction of it and the composite 
balancing set). This is a convenient point and has been found sat- 
isfactory for the purpose. 
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Fig. 5—Method of neutralizing receiving-end crossfire between two telegraph circuits 
£ & & £ 


Condenser arrangements have been in use in this country and 
abroad for some years in various ways for neutralizing sending-end 
crossfire on both land lines and short submarine cables. 


Receiving-end Crossfire ‘ 


For neutralizing receiving-end crossfire use is made of special 
connections at the sending end. The method consists in impressing 
a neutralizing impulse on the disturbed circuit at the sending station, ; 
in such manner as not to affect incoming signals at that station, 
(that is, it does not introduce sending-end crossfire); the neutralizing 
impulse will then travel along the interfered-with circuit so as to 
arrive at the distant station at the time when the crossfire impulse 
appears at that station. 

The operation of the receiving-end crossfire neutralizing apparatus 
will be made clear by reference to Fig. 5, in which the heavy arrows 
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indicate the disturbing current, the feathered arrows the crosstire 
current and the dotted arrows the neutralizing current The last 
mentioned current is impressed upon the disturbed circuit XN = by 
means of a transformer connection (T) between the “ apex” or trans 
mitter branches of the two circuits. It will be obvious that if a 
good duplex balance has been obtained the neutralizing impulse 
will divide practically equally between the real and artificial lines 
of circuit X and substantially none of it will pass through the receiv- 
ing polar relay of circuit X, on account of the balanced bridge ar- 
rangement. It will therefore have no effect on signals received at 
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Fig. 6-—Effect of loading coils on crossfire 


Note: — Signalling Current ®@-— Induced Current 


A, but will generate neutralizing impulses which will travel over X 
to B so as to appear at B at the same time as the crossfire currents. 
It has been found possible to employ coupling such that the receiving- 
end crossfire is practically eliminated in the polar relay. The proper 
poling of the neutralizing transformer has been found to be as indicated 
in Fig. 5 for all types of circuit to which the device has been applied 
The crossfire impulse has the direction shown, for the reason that 
capacity coupling predominates. 


LINE CHARACTERISTICS 


The first part of this section will be devoted to a discussion of 
the effect of loading and line transpositions. This will show why, 
in the telephone plant, it is necessary to deal with crossfire among 
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the four wires of a phantom group only. Then arrangements for 
use with a group of four wires employing the principles explained 
above in connection with the case of two parallel wires, will be covered. 

It is of interest to consider the effect of the loading coils which 
are employed in conjunction with many telephone lines.2. In Fig. 6, 
coils D and F represent side-circuit loading coils on pairs 1-2 and 3-4, 
respectively, and P a phantom-circuit loading coil. Such coils are 
connected into telephone circuits at intervals to introduce inductance 
into the two telephone side circuits and the phantom telephone cir- 
cuit, respectively. 

The action of the side-circuit coil, (D), will first be considered. 
If a positive telegraph impulse is sent from A to B over wire 1, as 
indicated by the heavy arrow, it is evident that the coil acting as 
a transformer will set up a crossfire current in wire 2 in the same geo- 
graphical direction, as indicated by the feathered arrow. The rela- 
tion of this impulse to those due to capacity coupling is of interest 
since the capacity effect predominates. Comparison with Fig. 5, 
will show that at the transmitting station the impulse due to coil D 
will oppose the sending-end crossfire which is due to capacity coupling 
between circuits, while at the distant end it will augment the receiv- 
ing-end crossfire due to capacity coupling. Coil F functions sim- 
ilarly in pair 3-4. 

In the case of the phantom loading coil (P) sending an impulse 
from A to B on wire 1 results in disturbing currents in the same 
geographical direction in wires 3 and 4 and in the opposite direction 
in wire 2, since the coil is connected so that two windings are series- 
opposed in each side circuit and parallel-aiding in the phantom cir- 
cuit. Comparing with Fig. 5, as before, it will be seen that for wires 
of a group but not of the same pair these coils tend to neutralize the 
sending-end crossfire which is due to mutual capacitance and augment 
the receiving-end crossfire due to capacity coupling; the conditions 
will be reversed however for wires of the same pair. 

In the case of loaded circuits, crossfire, therefore, is due to loading 
as well as to the mutual capacitance and inductance of the wires 
and the coupling which exists in office apparatus, so that the final 
result is difficult to predict. Work with loaded circuits, which has 
been largely confined to cables indicates that on such circuits receiv- 
ing-end crossfire is generally greater than sending-end crossfire, and 
sending-end crossfire between wires which are in the same phantom 
group but not in the same pair is so small as to be almost negligible. 

Line transposition of telephone circuits has been discussed at 


? Shaw and Fondiller, loc. cit. 
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considerable length in a previous paper.’ Such transpositions con- 
sist in interchanging systematically the pin positions of the two wires 
of a pair and of the wires of the two pairs comprising a phantom cir- 
cuit. It should be clearly understood that while these transpositions 
are effective in balancing a two-wire or metallic circuit against other 
circuits, they cannot be used to balance ground-return circuits (such 
as the telegraph circuits in question) against each other; however, 
their effect in varying the separation of the different wires from each 
other has a great influence on the coupling between the ground- 
return Circuits. 

A possible transposition section for an open-wire phantom group 
is shown in Fig. 7. It will be seen that the two wires of a pair are 





Fig. 7—Line transpositions of open-wire phantom group 
5 I | I & 


always adjacent to each other and will therefore have considerable 
coupling; a wire of one pair is adjacent to a particular wire of the 
other pair for only one-fourth of the distance, and wires of the two 
pairs will therefore have much less coupling. 

A brief consideration will make it clear that coupling between 
wires of separate phantom groups is comparatively small. Each 
wire of the group 1 to 4 occupies pin position 4 only one-fourth of 
the distance, and if 5 to 8 be phantomed each wire of the latter group 
will use pin position 5 one-fourth of the distance. It follows that 
a wire of group | to 4 will be adjacent to a particular wire of group 
5 to 8 only one-sixteenth of the distance in a long circuit. If 5-6 be 
non-phantomed however each wire of the pair will use position 5 
half of the time and will be adjacent to each wire of 1 to 4 one-eighth 
of the way. The next crossarms above and below are each two feet 
distant and carry wires transposed so as to minimize the coupling. 


?“The Design of Transpositions for Parallel Power and Telephone Circuits,” 


H. S. Osborne, Proc. A. I. E. E. 1918, Vol. XX XVII p. 739. 
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It should be noted that in addition to the reduction in coupling due 
to increasing the spacing there is a large reduction due to shielding 
when a third conductor is interposed between two others. 

In the case of cable circuits the wires are twisted in groups of four 
so as to be transposed practically continuously. On account of the 
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Fig. 8 Admittance Network 


smaller separation, mutual capacitances and the resulting crossfire 
among wires of a phantom group, are considerably greater than in 
open wire. 
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Fig. 9—Condenser arrangement for neutralizing sending-end crossfire between tele- 


graph circuits on a phantom group 
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The result of transposing is that for practical purposes in connection 
with the crossfire problem the other wires of the line can be ignored 
and a phantom group represented by a network of admittances as 
shown in Fig. 8, where | and 2 represent a pair and 3 and 4 the other 
pair. 

A network of the form of Fig. 8, is used as shown in Fig. 9, for 


neutralizing sending-end crosstire among the four wires of a phantom 
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Fig. 10—Arrangement for neutralizing crossfire between tel 
1 


loaded No. 13 B.&S. Ga. phantom group 90 to 120 miles long in cable 


group. The grounded branches shown in Fig. 8 are omitted, however, 
since the duplex artificial lines themselves constitute these branches. 
The six-mesh network consists of condensers, the timing resistances 
when used being external to the network as a matter of convenience. 

For coupling together the apex circuits of the four wires to neu- 
tralize receiving-end crossfire, it is possible to use a special four- 
winding transformer analogous to the six-condenser network, but 
where an ordinary transformer as shown in Fig. 10 will not suffice 
it is convenient to employ two or three transformers in combination 
For example a two-winding transformer may be added to each pair 
of the arrangement illustrated in Fig. 10 so as to provide additional 
coupling between the two wires of a pair. 
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It will readily be seen that with neutralizers applied at each end 
of the four circuits, transmission of signals on one of them will gen- 
erate the proper impulses for neutralizing both sending and receiving- 
end crossfire from that circuit into the other three. Furthermore, 
neutralization will take place with all wires operating simultaneously 
in either or both directions. 


APPLICATION TO DIFFERENT CIRCUITS 


It is in general not practicable to compute the constants of the 
neutralizing devices, but this is unnecessary since it is an easy matter 
to determine them experimentally. In making trials to determine 
the proper amount of capacity and inductance required to neu- 
tralize crossfire effectively, it is fortunately possible to design the 
various parts independently of each other to a considerable extent. 
For example, the diagonals of the six-condenser network may be 
determined after the condensers in the sides have been approximated 
very roughly, or vice-versa; likewise, the amount of inductance 
required between each pair of circuits may be approximated inde- 
pendently, but if a single coil is to be used for coupling more than 
two circuits, all the circuits should be connected up in making the 
test. Sending and receiving-end crossfire may, of course, be treated 
separately. 

It is convenient to vary the capacity of the condensers, but not 
usually the inductance of the transformer. In the latter case a coil 
with excess mutual inductance may be used together with a variable 
resistance shunt. 

In order to design neutralizing arrangements or to determine 
whether or not they are effective, tests may readily be made by 
observing the deflection of a milliammeter connected in series with 
the polar relay of a bridge polar-duplex set while signals are sent on 
the parallel circuit. In a similar way a differential meter may be 
used in a differential duplex set. A somewhat more accurate test 
may be made by observing the response of the receiving relay, pref- 
erably with variable electrical bias. The disturbing signals are of 
course sent from the same station in checking sending-end crossfire 
and from the distant station in checking receiving-end crossfire. 

Representative anti-crossfire capacity values are given in the fol- 
lowing table for No. 8 B.W.G. (0.165 in., 2.6 mm.) composited open- 
wire copper circuits, 300 to 500 miles (500 to 800 km.) in length and 
No. 12 A.W.G. (0.104 in., 1.5 mm.) circuits 150 to 300 miles (250-550 
km.) in length. No timing resistance is required usually. In practice 
there are material variations from one circuit to another. 
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Phantom Group Network‘ 


Gauge Loading Non-Phantomed Pair Diagonals Sides 
8 Non-loaded 1.7 mf 1.7 mf 1.2 mf 
8 Loaded | ow ie 0 55 
12 Non-loaded ioe ie ie 0.8 
12 Loaded oe * 08 0.4 


The superposition of carrier-current channels by means of filters 
connected on the drop side of the d-c. composite set of course has no 
appreciable effect on crossfire. However, the use of ‘‘transfer fil- 
ters’’ at intermediate points to transfer the carrier from one pair to 
another increases the coupling between wires of a pair and this may 
be taken care of by increasing the capacity of the diagonals of the 
condenser network. 

The arrangement shown in Fig. 10 has been found to be suitable 
for use with 90 to 120 mile (145 to 190 km.) sections of No. 13 B.&S. 
gauge (0.072 in., 1.8 mm.) loaded cable circuits. 

In the case of open-wire circuits, receiving-end crossfire is com- 
monly not serious excepting in special cases where high-frequency 
carrier telephone or telegraph transfer filters are employed. In 
such cases, effective neutralization may be secured by coupling the 
wires of each pair by means of a transformer, no such coupling being 
provided between the wires of separate pairs of a phantom group. 

In some cases the neutralizing arrangements and the telegraph 
repeaters have been wired to jacks in such a manner that it is pos- 
sible to patch the neutralizers from set to set by means of cords 
when the line assignment is changed temporarily. In some cases 
it is not desirable to provide such elaborate arrangements and, 
therefore, switches are provided for disconnecting the neutralizing 
apparatus from each set independently. In the case of the con- 
densers, the duplex balance of the other telegraph sets associated 
with the particular group of condensers is preserved by switching 
directly to ground the connection from the artificial line of the set 
to be disconnected, as shown in conjunction with the lowermost 
duplex set in Fig. 10. Switches for disconnecting the neutralizing 
transformers are illustrated also for the same duplex set in this figure. 


PRACTICAL RESULTS OBTAINED WITH NEUTRALIZATION 


The following table gives data which show roughly the amount 
of crossfire between wires of a phantom group without neutralizing 


* See Figure 9. 
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arrangements for various circuit conditions. It will be noted that 
crossfire between a pair of wires used for a telephone side circuit is 
considerably greater than that between wires of a phantom group 
but not of the same pair. This is in accord with what was brought 
out above regarding coupling. The receiving-end crossfire is much 
greater between cable circuits than in the case of open wires, due to 
the greater mutual capacitance and heavier loading. 


CROSSFIRE CURRENT IN PER CENT. OF OPERATING DiIRECT-CURRENT 


For Average Repeater Sections 


Sending End Receiving End 
From Other From Wire From Other From Wire 

Type of Wire of Of Other Wire of Of Other 

Circuit Pair Pair Pair Pair 
Non-loaded Open 
Wire ; 20 10 10 5 
Loaded Open Wire 10 5 5 5 
13 B.&S.Ga. Loaded 
Cable.... ‘ 20 5 30 25 


It is practicable to reduce the crossfire to 10 or 20 per cent. of 
the original value by means of the arrangements which have been 
described. This has improved considerably the operation of some 
circuits and made available others which were unsuitable for use. 
By improving transmission so as to avoid the use of intermediate 
telegraph repeaters material savings have been effected in certain 
cases. 

The neutralizing apparatus has no material effect on the quality 
of telegraph transmission obtained when crossfire is not present, 
that is, with the parallel wires idle; the application of them, however, 
reduces greatly the detrimental effect of crossfire on transmission. 
For example, the use of these arrangements on certain long open-wire 
circuits makes possible fast manual full-duplex (two-way) operation 
where ohly medium-speed half-duplex (one-way) operation was possible 
before. Furthermore, in the case of some cable circuits where it was 
previously impossible to operate more than two telegraph circuits 
per group of four wires, it is now practicable to obtain four telegraph 
circuits per quad. 

Due to reduction of crossfire, it is usually possible to secure a much 
better duplex balance after the neutralizers have been applied. The 
application of anti-crossfire condensers however requires that a some- 
what different setting of the duplex artificial line be obtained for the 
best balance, since the extra connection has appreciable admittance 
to ground. 











Operation of Thermionic Vacuum Tube Circuits 
By F. B. LLEWELLYN 











Synopsis: Given the static characteristic of grid current-grid potent 
and plate current-plate potential, for any three element \ m tube 
general exact equations for the output current when the tube is cor 
in circuits of anv impedance whatsoever, and ex 1 | \ 
voltage, are here derived The method of d it is strat ‘ 
special case where resistances only are consid 1, 1 the 
complex impedance to use in non-linear equations is show1 \pprox 
tions that are allowable in various practical applications are 
and the equations are applied in some detail to grid-leak detectors, 
brief to othet types ot detectors, modula ors, a lifiers 1 os | 

Certain repetitions of previous work are contained in these pages, 
believed that the applications of the novel features introduced a | 
thereby better than by a description cle iling only with new ite! 


HE equations in use at the present time for the relation between 
input voltage and output current in thermionic vacuum tubes 
are those developed by a number of pioneers in Radio Comanunica 
tion. They have been summarized very concisely, and somewhat 
extended in an important paper by John R. Carson, entitled “A 
Theoretical Study of the Three Element Vacuum Tube,” which 
appeared in the Proceedings of the Institute of Radio Engineers, 
April, 1919. For some time past the need of relations which include 
the effect of the variation of certain quantities, considered’ constant 
in Mr. Carson’s paper, has been growing. Especially in the case of 
detection and modulation has this need become pronounced. More- 
over, in the special case of grid leak detectors, the need for a general 
theoretical analysis has not, to the author's knowledge, been com- 
pletely satisfied. 
PURPOSE 
It is, therefore, the purpose of the present paper to derive general 
exact equations for the output current from a three-element thermi- 
onic vacuum tube when it is connected in circuits of general impedance, 
both on the input and output sides, and to show specific methods of 
applving these general equations to several special cases, with em- 
phasis on the case of the grid leak detector. It is also proposed to 
show that, whether used for detectors, modulators, amplifiers, or 
oscillators, the same fundamental theory applies. It is hoped that 
the theory and methods given will form a basis upon which a com- 
plete rational design of vacuum tube circuits may be built. 


THEORY 
In the derivation of these equations, no limitations whatever should 


be imposed. Consider a three-element vacuum tube connected in 


circuits of general impedance on both input and output sides. The 
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grid is allowed to take convection current. The amplification factor, 
u, is considered variable, and the effect of plate potential on grid 
current is included. Under these conditions, the total plate current 
of the tube can merely be said to be a function of the grid and plate 
potentials; and the total grid current, likewise, is some other function 
of the grid and plate potentials. The fundamental relations: 


I, = I,(E,, Ep) (1) 
I,=1,(E,, Ep) (2) 
express, the operation of the device. They represent the static 


characteristics of the tube. It is from these two relations alone that 
the general theory must be built. 


In order to do this, the following notation will be employed: 
= I> tT lp 
L=ILIo+t, 
Ep = Epotep 
E,=Egte, 


It will be recognized that the lower case letters represent variations 
in the normal values of the currents and voltages denoted by the zero 
subscripts. It should be noted, moreover, that all voltages and 
currents refer to the effect directly on the element of the tube, plate 
or grid as the caseé may be. 


With the aid of (3), equations (1) and (2) may be written 


tp = Pye, + Prep ca 5 Pe,” + P 4e,€p of I Psep?>+ er ee (4 ) 
in Tae+ Ty titate tanita * ... (5) 


where the P’s and 7”s have the following significance : 


in MT po | IT po P.= I bo Dw Ol po P, 07 bo 





oF, ° oF» ° dEZ  * dE,oE ~ OE, 

(6) 
a MR go I  .~ ie 
TSP Tale? Tye lL Tye Ty 
JE, Ep Dy OEE» ey Ne 


Equations (4) and (5) are obtained directly from the extension of 
Taylor's Theorem. The P’s may be written in more useful form with 
the aid of (1) and the well-known definitions of the amplification 
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factor, wu, the plate resistance, rp, and the grid resistance, ? Thus 
from (1) 
I> 
= . 
I; dE 
Ey I, 
l x I» by detinition 7 
tr, OE; 
l I, 
lg \E, 
Hence 
Me 
P, 
r, 
Poms 
~ 
P 1 Ou  H he Td 
eS ae ae 
l , ®) 
L ? 
P, - 
rp OF > sos 
P, = = - 
5 : 
, Vp 
where ry) OP 
\E 


In similarly treating the 7”s, it was found convenient to introduce an 
entirely new symbol. This has been done with reluctance, for it is 
realized that considerable difficulty has been experienced in the 
standardization of symbols already in use. But inasmuch as the 
simplification of both physical interpretation and mathematical 
expression which results from the use of this new symbol is enormous, 
its addition is believed to be warranted. 

This new symbol we will call the reflex factor, and will denote it 
by the symbol, v. It is analogous in its effect on the grid circuit to 
the effect of uw on the plate circuit. Its definition is analogous to that 
of wu. Thus, from (2): 


Me 

_ OF _ dE, 

Ol, dE 9 
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Comparison of (7) and (9) shows that while uw is equal to minus the 
ratio of the increments of &, and EF, necessary to maintain the plate 
current constant, v is equal to minus the ratio of the increments of 
EK, and FE, necessary to maintain the grid current constant. On the 
other hand, while in the case of yw, the ratio 

dE» 
dE, JI» 


is intrinsically negative and occurs in (7) with a negative sign, making 
w intrinsically a positive number; in the case of v, the ratio 

dk 
is usually intrinsically positive, and occurs in (9) with a negative 


sign; hence v is usually intrinsically a negative number. 
With the foregoing definition, the 7°s may be written as follows: 


l 
/ } 
l 
/ 
vr 
] <3 (10) 
, 


at! a 2 oe Lr,’ 
N= zi =) . | =| y?» 
here pte oes 
where ff E. 


The effective value of 7», when taken over a cycle of sine wave 
form, has sometimes been called the reflex mutual conductance 
LL. A. Hazeltine), and has been denoted by gy. An attempt to adapt 
this notation to the present purpose has not proved feasible. For 
reference, it may be noted in the limiting case, where the amplitude 


of the sine wave approaches zero : 


With the relations given thus far, the problem may now be more 
specifically stated as follows: 
It is desired to express fp, the output current through a general 
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impedance in the plate circuit, as an explicit function of e, ; 
voltage applied in series with a general impedance in the grid circuit 


Spec ial Case 


The following special case will make the detailed derivation, where 
complex quantities are considered, more intelligible. 

For this special case consider a vacuum tube connected in circuits 
containing only pure resistances. Let the resistance in the grid circuit 
be denoted by Q and that in the plate circuit be denoted by Z. Fig. | 
illustrates this circuit. Let 7) and 7, be determined to satisfy tl 


( 


t 
following series: 
ly C2 + Q2e a wa 1] 


j. =de+he+ .. 12 


(11) and (12) are valid since (4) and (5) are formally power series 
As seen from Fig. 1, e represents a variable voltage impressed in 
series with the resistance, Q, on the grid of the tube. 


| \zi 
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Fig. 1—-Fundamental circuit diagrat 


These equations will give the plate and grid currents as explicit 
tunction of the voltages e, and e, respectively, if we can evaluate 
the a’s and b's. To do this, we have the relation 

&o=-— ipl. 13 

Substituting (11) in (4) and equating coefficients of like powers 
of e,, we may evaluate a; and a, and thus express 7p as an explicit 
function of Co: 


‘ m | Wr phy +m Pir 2) + (rp +Z 
tp= a 7 VE 
(re+Z)” 2 
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In equation (14), when the amplification factor, yu, is considered 
constant, we have the well-known relation as given in Mr. Carson’s 
paper 

° Me, l Mr php’ - i 
en — it eT Se (15) 
"(fp +Z) 2 (rp +Z)? ° 

Experiments have shown, however, that when the resistance, Z, 
is not small compared to rp the modulation resulting from variations 
of # amounts to an appreciable part of the total. When the grid is 
maintained at a negative potential with respect to the filament, (14) 
may be simplified somewhat by the relation which then holds quite 


closely', namely : 


OH OM 
Ep Be 
Equation (14) then becomes 
Ou 
y, 
‘ <l'p > 
l Tey’ \E. : ; 
ts= ous — pres : Para ow a (16) 


— aa Ee 
- lr +Z ss 2 (rp +Z)? (rp +Z)? 


This equation is applicable to the calculation of the output current 
when e, is known, and the grid takes no convection current, as is the 
case in very Many Circuits met with in practice. 

It is instructive to investigate the relative magnitudes of the two 
components of the second term of (16) in an actual experimental case. 
For convenience, the contribution of the second component of this 
term will be called, ‘4 modulation.’’ A vacuum tube was measured 
and found to have the following properties under operating conditions 


rp = 6400 


ry» = —61.8 
up=6.84 
‘UL 
—- =,Qo 
‘Ey 


The results of applying these to (16) are shown in the following 


table: 
VA Total modulation mw modulation, [% 
0 .03341/10% e? 23.30 
rp 00515 / 108 e 37.8 
2 1p OOLS6 10° e? 16.6 
t rp OOO889 108 e? 55.0 


‘See appendix [ for proof of this. 
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This illustrates strikingly the importance of the variation of 4 
modulators and detectors. 

Equation (14) is expressed in terms of e,, the voltage directly on 
the grid of the tube. We may derive the expression for 7, in terms 
of e, a voltage impressed in series with a resistance, Q, in the external 
grid circuit by noting that 

eg =e—1,0. 
Hence, from (12), 


€g cade l —b,Q —— Ve? ie hie 17) 
Therefore 
lp =a,(1— biQ)e— [a b20 — ae! l— b,0 ‘Je? | (18 
and, as in (13), Cp = —1pZ. 


Substituting (17) and (18) into (5) and equating coefficients of like 
powers of e, we get 


b oe Ti- T.a,Z 19 
' 14+7\Q—T2a,ZQ' (19) 

—_ [—@2272+373—a,Z7 4+ 3a2Z2°7;)(1—5,0 _ ” 
ail 14+7,0—T2a,ZQ . 


The 7’s may be expressed in terms of r, and » with the aid of (10). 
The complete solution of this special case for first and second order 
effects is then given by (18) above, in which we have now evaluated 
the a’s and b's. 


Mathematical Digression 


Before the detailed steps in the complete development of the 
general case, with general impedances instead of resistances, are at- 
tempted, the following digression on the use of complex quantities in 
non-linear equations is apposite. Included at this point, it serves a 
two-fold purpose; first, the notation to be used is illustrated by means 
of simple applications; second, it calls to mind the fundamental ideas 
involved in the representation of impedances by complex quantities. 

Consider a current, J. If periodic, this current may be represented 
by a Fourier series and expressed as the sum of a number of cosine 
terms. Thus 


eFht t+) 4 @—s(ht+¢9) . ei (kt+9 4 es (kt+9 
I= In( 2 ) +te( : J+... (21) 


where the symbol, 7, represents the imaginary, Wy —1. For brevity 
this may be written 


T= (typ ttin) + (hire tin) + - - - (4 


to 
bo 
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where the bar over a symbol denotes the conjugate imaginary of the 
same symbol unbarred. If this current flows through a circuit con- 


taining resistance, self-inductance, and capacity in series, we have 


e=RI-+ fea + : f tat. (23) 
dt oe 


Substituting for J its equivalent, as given by (21) or (22), we may 


write the result in abbreviated form as follows: 


€ = (Splint Satin) + (setin t+ cet) + - - - (24) 
where 


: l 
tn =R+Ljn+...-» 
: Cyn 


on =R—-—Ljin—- =: 
: Cyn 
When the current flows through a network of impedances, we may 
always write the equivalent series impedance of the network. Hence 
equation (24) may be extended to cover the general case. It will be 
noted that lower case 2’s have been used to represent impedances in 
the above discussion. Throughout this paper the attempt has been 
made to employ the lower case letters to denote quantities which 
involve time, reserving the capitals for those which do not involve 
time. With this understanding, Z denotes a resistance, while ¢ 
represents a general impedance, which, of course, varies with the time 
variation of a voltage impressed on it. With the aid of (24) we are 
in a position to treat non-linear equations by the complex method. 
Thus, omitting conjugates e? becomes, 


€? = S47 la(2n) tLe la:2n) + 2EnTn12.0h) + Qnty Lk 
(25) 
+ 22);,2) l2(h—k) T 22R2) 120k) + - - - 
which may be written 
€° = €2(2h) +2 (2k) + €2(0h) + C2in+k) + C2(n—k) Fe2I0K) + - - - (26) 


In (25) and (26) the significance of the double subscript notation is 
brought out. The first symbol in the subscript refers to the order 
of the term, and the second refers to the frequency. 

In the light of the foregoing discussion, the problem of writing the 
general equations for the thermionic vacuum tube may be attacked. 


che SPN bia SE 
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General Analysts 


Coming back to the detailed problem in hand, we follow out the 
method illustrated in the special case, but must use the notation 
developed in the preceding section to take care of a general impedance, 
c, in the plate circuit, and a general impedance, g, on the grid circuit 
Fig. 1 as before, shows the skeleton circuit, where, however, lower 


case z and g must be substituted for the capitals. Then 


C=C ih Teih + € ik Cia == = Cra Cte 
Analogous to (11) and (12 
1 = Ming ith +L pCeih tT Akl eik tT Aik 
IR 
F 2 (h—k )Cg2ih—k) TF A2(h—kyCy2ih—k) t - 
Lg =D nein t+ Oinein +b erik +O rreiet -- 
+ bo (4-4) C20) n) +be k)C2h ; eat aah 
Hence, analogous to (13) and (17): 
ep = — Za inzingin tT Ai nZ1n€gin TF d2m Fm? 22m TF 2m7mCz2m] 29 
&g= D> | 1— Dingn Cin + ( |— bing 1)Cin — bom] m22m bomGmt om] 30 


where the summation refers to terms of different frequencies but of 


similar form. 
From this point on, the procedure is exactly the same as that given 


in the special case. Coeffigients of terms of like order and frequency 


are equated, and the final results are: 
lp = Ld1p( l — bindn eth 

+= [C1 — bingn)*aec2n) — 21 (2n)4 2h) F220) ]e202%) 

+ r[( l — bingn)| l — binge) de hak) ~ Qi(n+kydth+k be h-+h Jez h+ 

> 31 

+ X[( l — bindu) ( k= bikgr )2(h—k) — Ai(n—k)Qih—k bon-k Jez h 

+2[( i- bindu) | — bingh )2(0h) — A1(0n)4 (0h be Oh Jez Oh 

+... 
where the summation refers to terms of different frequencies but of 
similar form. Note that, having do,—,, and by;;,-,), we may readily 
write the appropriate expressions for the other a2’s and },'s by refer- 
ence to the formation in equation (31). 
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In (31) the a’s and b's are given by: 





. 
ai, = 
lp Th 
1 ; ye 7 
-- Ler pl pte : (v5 — Zp2k) =x (p+ 2p) (1p Se) 
2 JE» \E, 
aa(h—k) = ; j 
2(h—k (rp +c) (1p +24) (rp +Zn—z) 
a ad “h 
v Toh 
bap = 
retq (1 Eso ) 
- Gh =. 
: v Tot ~h 
( J im z bh a vo" ) \(29 i 
, —rr(1- * )U- ‘ ) —2a24-% ~~ Zain—k) | (°° 
| 2 V tpt+Zh v tp t+Se v 
eee. ( l ) (ee. se MERI @” = wer,” ZhZk 
We \ v Yo+Zn Ypt2e vy (rp+2n)(1p+2Ze) | ; 
se 3 (J )( Vo" ShZk ) i 
| OEp\» (rp +n) (rp +e) 
bon—k) =~ - 
Mu Sh KM Zk 
reton(1-* ) [ re+4e(1— ) 
j eth Vv roth ii V tote 
M Z(h—k) 
[tannin ee) 
v rp t+Zn—-k) ) 
Discussion of General Equations 
Equations (31) and (32) contain the general solution of the prob- 
lem. The formulas are too long to consider all effects at one time 
but if we separate (31) into components and consider each component 


separately, useful applications may be secured. 
First taking the component that gives rise to amplification effects, 
we get 
lp h) = Qa l — bindn ae 


/ 
/ 


=( M ) "sg Cth: (33) 
rots Zz, 
pth rntou(1-% | i ) 

V rp Zh 


The point to be noted in this relation is that when g,< <r, we have 
the well-known relation 


(34) 


i as bb 
p(h) = ea. 
rotZp 1h 
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to 


Since amplifiers are usually operated under the condition that r, 
is exceedingly large, the general solution has contributed nothing 
new to the amplifier equations for conditions where the grid is main- 
tained at a negative potential with respect to the filament. But for 
positive values of grid potential both g, and the reflex factor, v, enter 
into the calculations. It may be remarked in passing that when 
the grid and plate are both positive by the same amount, the absolute 
value of v is approximately equal to, or somewhat less than, uw. On 
the other hand, when, as is usually the case, the plate potential is 
much greater than the positive grid potential, the magnitude of v is 
much greater than u. 















—— Zon | 
a 35 ! 
y” | ++ CALCULATED x 
347+ | @+ MEASURED (FROM FIG.10) 
34} i/ 
; 
™ Eg~ 2.5 Volts 33} Wy 
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TAINED FROM FIG. 10 32| 
3 I 
31 I 
30 
80 90 100 110 120 130 140 150 160 170 180 At ae OS OP J 
5 “4 3 -2 ' 0 
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Fig. 2—Change of » with plate and grid potentials. The points on the calcu 
curve were obtained as follows: since 


ae fm 
E, "OE, 
then 
uotKE, 
e §—-KE. 
where 
»— 2,2 
Ka e+ (141 ta P 
E, E, 14K CH 
From the upper curve, for E, =120, E, = —2.5 
p= 32, 5 = ,05328, 
whence 


K =.06146,u, =29.55 


We next consider the component of (31) that results in plate curva- 
ture detection or modulation. It is given by 
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typo =(1- bingn) (1— biege)de pee 


te } (35) 
5[ -#n rp +u E, (79° — ZpZe) + o re (rete) Jeon k 


\ ip 


E +m(1— apne Z iz +ae( [i v eee 


(Pp +h) (pte) pF oink 


For rough calculations, « may be regarded as a constant. For 
very careful work, this assumption should never be made without 
first drawing the curves of w—F, and w—Ep» and verifying the va- 
lidity of the assumption under operating conditions. Examples of 
such curves are given in Fig. 2. When uw may be regarded as constant, 
and when the grid is maintained negative with respect to the filament, 
(35) becomes 
° -_ SMV pl p C2 h—k) 
7a™ (rp +n) (rp tz) (rp t+Zn—K) 
which may be put into the form given in Mr. Carson's paper, referred 
to before. 

The third and last component of (31) is that which produces grid 
detection or modulation; namely 


Up(h—k) = — Qi h—k)Q(h—k be h—k)yC2(h—-k 


Md (h—k l P Mi oh bk 
i 4 F(t ™ 
Vp Zh—k) 2 V Vpn VIp +2; 


“(nh 


9) le 2, 26,6 
209(p—b) Ve" S(h—k } ru Splp O | 
Ae 
v Ee p\ v I \(rp +n) (rp + 2x) \E,\ v 
= re?) Mer? wr? SpZ ) 
Vpttn Vp Se Vpn) (p+ Zk) 


Me Sh f Me Sp 
a y +); |— ) [ ret z l— )| 
[ ' ( Y Toh | ; ds VY To+2p 
[ ret 40-w(1-" —— )| (36) 
pT <h—-k 


In using this relation, y may nearly always be considered constant. 
As grid leak detectors are often used, g consists of a resistance, Rg, 
and a condenser, C, in parallel. The values of R, and C are so ad- 
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justed that the impedance of the combination to the first order fre- 
quencies is practically that of the condenser alone and may be 
neglected, and to the desired second order, or detected, frequency it 
is practically that of the resistance alone. When this is the case, 
and when the impedance in the plate circuit is a pure resistance, Rp, 
we may write (36) as follows: 


wR, ( rer’ 4 
l \ y 


tp3 = Com 


2 (rp t+ Rp)r2(r, +R) 


22m! ¢ R; ) 


and, considering w constant, in order to obtain a physical view cf 


l [ ; werrry (reR, 
da tem om 
, g HR, lie rae ae v ) Jeon 
tp3 = ; : 
(ro +Rp)r2(rg+ Ry) 


This equation shows a condition that is present in many grid-leak 


the result, we get 


detectors and which, it is thought, has not been generally appreciated. 
The condition referred to is the presence of the term involving the 
curvature of the plate characteristic in the grid detection component. 
This effect is im addition to the plate detection effect, given by (35). 
The plate detection component and the grid detection. component 
are opposite in phase. Hence, it would seem that for best operation 
as a grid-leak detector, the curvature of the plate characteristi 
should be zero. This means a rather large value of E,, the plate 
battery potential. In practice, however, it is usual to operate with 
fairly low values of E,. The second term of the numerator of (37 
accounts for this. It will be seen that detection resulting from this 
term and from the first term are in phase, since v is intrinsically 
negative. Hence, it is entirely possible in certain cases for the optimum 
operating point to be such that the effect of the plate curvature is 
appreciable. 

We now combine once more the three components, (33), (35) and 
(36), under the simplifying assumptions that w and vy are constant 
and that v is large enough so that terms containing v in the denomin- 
ator may be neglected. The result is 


; = lp Cth 'q Clk ie 
" — (rg+gn) (1p +n) (ra+qr) (1p +e) 
( r,? — se rpry’ 
+ - * ———— 38 
 (rgt+qge) (Tet ge) (rp t+Zn) (rp +2) (p+ 2n—s (38) 


T Md (h—k) [ 2 Mere | - 
id at il 
(rp +2n—k) (ret qn) (e+e) (ret+qn—x) J 3 
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The first two terms of (38) are the amplification terms and represent 
undistorted reproduction in the plate circuit of the voltage, e, applied 
in the grid circuit. The third term of (38) represents the second order 
effects resulting from the curvature of the characteristics of the 
vacuum tube. The first part of this term represents the effects of 
so-called plate curvature detection or modulation, and the second 
part represents the effects of detection and modulation in the grid 
circuit. It is with this last-named component that the present paper 
is most concerned. 


The Grid-Leak Detector 


Fig. 3 shows the usual circuit diagram for a grid-leak detector. 
It is evident that the impedance, q, in this example is composed of 
the parallel combination of R, and C. Suppose that the ‘h’ and 


k”’ frequencies are both radio frequencies, and that, for them, the 


2( 


Rg 


jaya 


—-— 





oz 


la 
@) 
N 











{++ 1] 1] |{}#— 


Fig. 3—Grid-leak detector 


impedance offered by the resistance and condenser combination is 
practically that of the condenser, alone. Suppose, further, that 
practically the only impedance offered by the external circuit to the 
“(h-k)"”’ frequency is that of the resistance, R,, alone. This, of 
course, assumes that the ‘‘h-k” frequency is quite low. Then, when 
E,, the voltage of the plate battery, is such that rp’ is very small, 
and when 


e=A cos hi+B cos kt 


me a 











a 


eerie 


Sha NRO on tr 


Be aR NS 





OPERATION OF THERMIONIC VACUUM TUBE CIRCUITS 447 


we have, from (38), for second order effects 


i = trate ( K ) R, | 
iti eS ? —_ | 2 
l 
. jhe A otal 
“iti ac) = SarC 
- R, B 
(r + \(r - )or + R,) - 
-" gern”. gore 
l (39) 
2jkC B P 
+- cos ZR 
Lt \? ' l 2 
(: r ae) (r, ” Dik ) 
l 
n JA+R) ( AR con {hb 
(+ ne) (oe) (oF acene) 
ee ane. "gee *  h+kRIC 
+ R, AB cos (h—b)t 


(r, eT .) (r. <a Pe ) (r,+ R-) 


While most of the frequencies in this expression are unimportant 
in relation to any practical case on hand, they are included here to 
show the complete result for a given simple case. The last term of 
the above expression results in what is known as detection. 

Let us consider this component in more detail as regards detection 
of an incoming modulated radio wave of the form 

e=A (1+B cos gt)cos pt. (40) 
They may be written 
e=A cos pt+ 45 0s (ptgitit “5 cos (p-qt. (41) 
If we identify the “p” frequency with “‘h,’’ and let “Rk” have the 
values (p+q) and (p—q) in turn, the detection term of (39) gives 


yaitey? M R, 
la = 20 eF (, -R,) (r 4 <7) (r, + . o) Mt +R,) 
J 4 


A2B ” 
. = COS qt. (42) 
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Reference to the mathematical digression will make clear the forma 
tion of the impedances in this expression. (42) is an important rela 
tion since it shows that there is a possibility that the amplitude of the 
detected current may be affected by the phase displacements of the 
side bands of the original wave which occur during the detection. 
For an ideal grid-leak detector, the magnitudes of the quantities 
l : 
eC (ptq)C and (p—g)c are very small compared with re. Equa- 
tion (42) then becomes 

me m x #03 .. ; 

igq@= 7, p+Rp) +R, 9 cos gt. (43) 

In (43) we have the simplest possible form of the equation for a 

grid leak detector. The next step is to show methods for evaluating 
the quantities 7, and 7,’.. As may be seen from the relations given 
in (7) and (8) 


and, since the action of the grid-leak detector depends upon 7,’, it is 
evident that 7, is not a constant but varies with the value of Ey. 
We may obtain r, by direct dynamical measurements or by drawing 
tangents to the static grid-potential grid-current curve of the tube 
under consideration. The value of 7, thus obtained applies only 
to a given value of E,. Now E, is a function of the voltage, e, as 
will be shown: 

When e has the form given in (41), one of the resulting currents 
in the plate circuit is a direct current given by 


tod = 


lr,’ uR, (5 -) 
2 re (rgtR,z)(ro+Rp) \ 2 27 


This means that a constant voltage given by 


if; A. AP 
ee “a EL 2 * 2 | a 


must have appeared on the grid in order to produce the constant 
component of the plate current. This constant voltage is in addition 
to that which we have denoted by Ego, since it is part of eg. More- 
over, its intrinsic value is usually negative, since 7,’ is usually nega- 
tive. This means that the ‘effective’? E,. has been reduced by the 
amount given in (44). However, r, is slightly different at this new 
value of Ego and hence e.g is not quite what a first calculation would 


0h A SB AN NS ce NE 
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lead one to believe. The method of arriving at the correct value 
for é@g, and hence for rz and r,’ is one of trial and error, for, after 
several recalculations of egg have been made, it will be found that 
check results are secured. Then ry and 7,’ may be determined from 
this resulting value of Eg. 

In actually making these measurements, a dynamical method of 
measuring 7, will usually be found superior to the method of drawing 
tangents to the static characteristic, for the grid-potential grid- 
current characteristic of any tube is rather elusive because of the 
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Fig. 4—Grid resistance 


very small values of current involved. In the dynamic method a 
Wheatstone bridge circuit excited by a high frequency buzzer will 
be found convenient. The value of 7,’ is, of course, obtained by 
drawing tangents to the 7, curve. Several examples of r,—F, curves 
are shown in Fig. 4. 

It must be recognized that, for large values of buzzer excitation, 
the dynamic value of 7, differs somewhat from that found by drawing 
tangents to the static characteristic. The dynamic value more nearly 
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approaches the value rz would assume with large signal inputs than 
does the static value. Hence, if a large signal input, e, is to be used, 
the amplitude of the buzzer excitation voltage on the grid should 
equal this amplitude as nearly as possible. 

When the method of drawing tangents to the static characteristic is 
employed, a very close approximation to the value of rz to use for 
large signal amplitudes may be obtained by drawing, not true tangents 
but secant lines to the static characteristic, which join points on the 
characteristic corresponding to the extreme, or peak, values of eg. 

When either method is used to obtain r,, the value of 7’ must be 
obtained by drawing tangents to an E,—r, curve. 

With the precautions just given, and when the assumptions made 
in equation (43) are justifiable, an accuracy within 10°% is easily 
obtained. While this is not very exact, nevertheless, it is a real 
advance over calculations made without taking the precautions just 
discussed for measuring fg. 

In many vacuum tubes the value of rz is so high that the input 
impedance of the tube, resulting from the interelectrode capacities 
of the elements cannot justifiably be neglected. In order to include 
this effect, the following relations are applicable. 

Consider the circuits shown in Fig. 5. This gives the equivalent 
circuit diagram for a vacuum tube with general impedances, 2; and 
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Fig. 5—Equivalent network 
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2, attached to the grid and plate, respectively. The plate to filament 
capacity may conveniently be included in zx. The impedance, 2.,, 
is the effective impedance of the network looking to the right from 
the point G’F. 2, is the grid to filament capacity of the tube, and 
23 is the grid to plate capacity. 

We may write 


mee, 


: *, + =e, 
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In order to apply the general equations we must evaluate z, and g,, 


To Evaluate zp. 


From the general equations, we have 


ip - “ 
lp Tin 
Hence we may write Kirchoff’s law for the plate circuit. This gives 
— €l(u+l)z.4 M3] 


V pS2+23(1p + So 


Upon equating the two expressions for 7, there results 
Sal MS Vr 

(ut 1) T MS 

To Evaluate qn. 


By the general equations, we have 
where x stands for 


This may be written 


+n 


which says that Kirchoff's law may be applied to the grid circuit 


provided we use a modified voltage, —, and a modified grid resistance, 
- 


r 
~~. Hence 
x 


Upon equating the two expressions for 7, there results 


21 \ 
qu =— = +2, \. 
= BD. & 
l a 
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To sum up; the following relations are applicable when interelectrode 
capacities or other coupling impedances are to be included: 


(46) 


oe jw Ces 


SoS t+Prp(Zo+2;) - 
22 >= (47 


So(ut+l)+ry 


Z2(MS3— 7p) 
on = (48) 
(ut+1)22+ p23 


ba ry 
Can = - jo “2, P (49) 
Pa MK ~n 
|— 
Vp Sn 


With the aid of (45), (46), (47), (48), (49), equation (42) may be 
modified to include all cases where the plate current resulting from 
detection or modulation in the grid circuit is desired, provided an 
accuracy greater than about 10°% is not required. Where greater 
accuracy is essential, curves must be made to give the effect of the 
small terms in the numerator of the expression for be» in equation (36). 

Before leaving the subject of grid-leak detectors, we will discuss 
briefly one of the physical aspects of grid-leak detection that the 
example just given, and the equations on which it is based, have 
emphasized. This is the fact that the fiction of the time-constant 
of the grid-leak and condenser combination is not a necessary physical 
interpretation of the phenomena which occur in the grid circuit. 
Indeed, in many cases, the time constant method of calculating the 
leak and condenser gives quite erroneous and misleading results. 
These cases occur when the impedance looking into the vacuum tube 
is of such value, as it often is, that the magnitudes and forms of qi» 
and go are materially changed from those which they would have if 
c, were neglected, and when fr, is not large compared with gn and gm. 
Equation (38) shows that, for greatest plate current resulting from 
grid detection, g, and gz should be as small as possible, while qy,—x) 
should be as large as possible. It is, then, a filter problem, and if 
treated as such, will give reliable results both as to physical interpre- 
tation and numerical values. 
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In the special case when the input and detected frequencies are 


= and = , respectively, and where s, >7,: 
| 
Qa = 23> 
- yn 
R 
sC 
gs = - | 
R+-.— 
Js¢ 


R=leak resistance 
C=capacity in parallel with R 


Then, the optimum size for the condenser, C, is easily shown to be 
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CAPACITY OF GRID-LEAK CONDENSER 
Fig. 6—Optimum size of grid-leak condenset 
Experimental Conditions: 
h = 29 & (30000 = 500 
s=27r (1000 
Grid-leak = R = 10° ohms 


r, =10 ohms 


Calculation Conditions: 


lg Dl Phen the optimum size of the 
: ’ grid-leak condenser, C, is 
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Fig. 6 illustrates the agreement between this relation and an actual 
circuit where the above conditions were closely approximated. 


Plate Curvature Detection 


In discussing this phase of the problem we refer to equation (35). 
In addition to the remarks made in connection with that equation it 
is necessary only to add a few words on the evaluation of rp and rp’. 
In general, these quantities are susceptible to the same method of 
treatment that was suggested in dealing with rz and rg’. Two funda- 
mental circuits for plate curvature detectors are in use. In the first 
the plate battery is placed in series with the load impedance. In the 
case when the load impedance contains appreciable resistance the 
normal or effective value of E, must be obtained in the manner 
described for finding E,. In the second circuit the plate battery 
potential is introduced through a low resistance, high impedance, 
choke, and the normal value of Ep» is then equal to E,. Especially 
in dealing with resistance coupled units these points should be borne 
in mind. 


Amplification 


Equation (33) gives the general amplification relation. The remarks 
made under the heading of the ‘‘“Grid-Leak Detector’ concerning the 
evaluation of the z’s and q's are applicable here, as in all other vacuum 
tube relations. The special points to be brought out are the methods 
of applying the equations to so-called improper amplifiers of Class III. 
In this type of amplifier the grid swings negative further than the 
plate current cut-off point each cycle. Experience has shown that 
even in this event, to find the tube resistances, the approximation of 
using the secant line joining two points on the characteristic corre- 
sponding to the extreme values of the input voltage, is often justifiable. 
If greater accuracy is desired, the corrections given by the curve, 
Fig. 7, should be applied. These corrections are based on the as- 
sumption of a sine wave input and a characteristic that follows the 
square law, and to that extent are themselves in error. For modu- 
lated waves the dotted curves give values found by interpolation 
between the two points shown. 


Modulation 

The detection equations apply equally well to modulation effects. 
The only case in which a question may arise is that in which one of 
the input frequencies is introduced into the plate circuit of the tube 
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condition for the general case, (see Fig. 8) 
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Fig. 7—Correction factor for resistance of non-linear device 


while the other is introduced into the grid circuit. To analyze this 


let lower case e’s refer to 
the driving voltage impressed directly on the grid. Let the E's refer 
to the driving voltage in series with an impedance in the plate circuit. 


We then have the series 


tp =a,(E+e) +a.(E+e)*+ 
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which, in accordance with the complex quantity notation may be 
written 
Lp = Ain + ape + A202 FE? + doopye? + 2ax0k) EE F+ 2d0(,4%) Ee 
+ 2d» h—k Ke + 2azoee@ + oe oe 


| 
© 
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Fig. 8—Plate circuit modulation 





Then, with the aid of (4), upon equating coefficients of like powers of 
e, E, and Ee, we get 
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When 2 is a resistance, R, the expression for 7, reduces to 


, 


: (ue+ FE) Ly or R 
th = — ae <2 
lp +R (1p + R P 


7 rp(fpo +R) — wr pry’ 
+ ; (rp+R)3 Ee oo ee Bie 


If uw is constant, this becomes 


. pete aT php. 
1» 


= at (ne+- fe)? .. Ay 
tet R(t 4+RP” 
which shows that the circuit then acts as though a voltage, (ue+E 
had been impressed in series with the plate circuit. 


Oscillation 


The subject of vacuum tube oscillators has been so extensively 
treated elsewhere that but little new material has thus far been 
obtained from the general equations now offered. The method of 
handling the problem is, however, illuminating as it gives an example 
of what is meant by the statement that no sharply drawn line should 
be placed between oscillation, detection, amplification, or other uses 
of the thermionic vacuum tube. 

In treating the oscillator problem we consider the amplification 
term of the general equations; namely 


me Vo 


lp = 
(Yo Sn) LU on 
: re+gn(l— 
V TpotSn 


The oscillating conditions require that current shall flow without a 
driving voltage. Hence, as e is zero, t» can be finite only if one of 
the factors in the denominator is zero. Thus either 

rp +2n=0 (54) 
or 
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gives the conditions for oscillation. Fig. 5 and the relations of (45), 
(46), (47), (48) and (49) are applicable here. The condition of (54) 
requires a negative value of rp, and hence is not the usual oscillation 
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condition. The condition of (55) therefore gives the criterion for 


the oscillation condition. As before, neglecting quantities in y we ; 
may write (55) in the following form | 
ret+qn =O 
or 
21( 2p 1g) ee 
r, + Pa se), (56) 
e ; 


When applied to a hypothetical Hartley oscillator, Fig. 9, with the 
circuit constants : 
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Fig. 9--Hartley oscillator 
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equation (56) gives as the conditions for oscillation 
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The relations of (57) and (58) have been given many times, and are 
included here only in order to illustrate the ease with which simple 
problems may be solved from fundamental relations. 


Application of the Theory 


The illustrations will serve to give a sufficiently comprehensive view 
of the methods of applying the general equations to special cases 

Inasmuch as the derivation of the equations requires no assump 
tions other than that the static curves of grid current-grid potential, 
and plate current-plate potential of the tube remain constant, the 
accuracy with which a given problem may be calculated depends 
only upon the ability to determine the effective differential coefficients 
required by the Taylor’s series expansions, and the number of terms 
of the series included. Practically, the component of current of a 
given frequency resulting from any higher order term is entirely 
negligible with respect to the component of the same frequency 
resulting from lower order terms. For precise results in a general 
case the calculations are necessarily tedious, since the physical proc- 
esses are quite complex. However, in any given special case one of 
the respective approximations indicated is usually allowable, which 
greatly simplifies matters. In the event that any question arises 
concerning the proper phase angles for the complex impedances, the 
correct result may always be arrived at by writing the voltages in 
full complex form, as illustrated in the mathematical digression. The 
impedances will then take care of themselves. 

While it is difficult to show mathematically the convergence of the 
series of (31), experience has shown that the convergence is so rapid 
that higher order terms may be neg'ected, unless new frequencies 
developed by them are under investigation. In these cases, the 
conditions of the problem are often such that simplifying assumptions 
may be made at the outset. If familiarity with the complex im- 
pedances has been attained, it will, in many cases, be sufficient to 
derive all equations on the basis of resistance only, and then intro- 
duce the complex impedances in the manner indicated by the analogy 
between these and the general equations. 

The higher order coefficients are given below for the special case 
where resistances, only, are considered, and where the voltage, e 
is known. It is found more convenient to use the P’s, equation (4 
in their derivative form than to attempt to express them in terms of 
mand frp, so referring to the expansion 


1p =e, +e," +a3¢,° + aye,' + sey + - - -, 
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APPENDIX I 
To Show that with Negative Grid Potentials the Relation: 


Mo _ OM 


"OE, 2E, 


IIolds With Fair Precision 


We have the fundamental expression : 
I,=1,(E,, E,) 


Suppose that FE, and Ep» are allowed to vary under the restriction 


g 


that J» is maintained constant. Then: 


dI,=0 2 
Hence: 
dl» iii I ; I, dF, i 
dE, E, ' dE, dE. . 
Whence: 
dE» _— | ) 
dE, by ae 
Also: 
d?I,=0 (5 


Hence: 
ry _. Os ,«4 Cle OC . TI» (s2) x I, @E, 


= ) a - 
dE? ‘Ee '“3E,0E,>dE, | dE, \dE, E, dE 2 


Then with the aid of (4), above, and (6) in the body of the paper, we get 


ah ho : 
Equation (7) shows that: 
E, ~~ E, , 
provided that: 
i 9 
1) OR 


when J, is constant. 


Experimental curves showing the relation between Ey and &, 
required to maintain J» constant are straight lines, to a very close 
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approximation, in the region where the grid potential is negative 
with respect to the filament as shown in Fig. 10. Hence, in this 
region 


9) is satisfied for all practical purposes, and, therefore, the 
proof of (8) follows directly. 
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Fig. 10-—Relation between E and E for constant plate current 
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Contemporary Advances in Physics—XI 
Ionization 


By KARL K. DARROW 


ONIZATION, in its most general sense, signifies a segregation of 
positive from negative charge within the volume of a substance 

which as a whole is (or initially was) electrically neutral. In practice 
a gas (for instance) is said to be ionized if charges of either sign can 
be extracted from it. Charged particles of both signs, electrons and 
ions, can be drawn out from a gas in which an electrical discharge is 
being maintained; in such a condition, therefore, a gas is ionized. 
Millikan’s droplets, floating around in a gas which had recently been 
irradiated, absorbed charges of either sign out of the gas, which there- 
fore was ionized by the radiation and remained ionized for some 
time afterward. <A _ negatively-charged electrode immersed in a 
carefully-screened gas receives very little charge from it; this condi- 
tion continues if the gas is bombarded with electrons having less than 
a certain speed ; let the speed of the bombarding electrons be increased 
past this limit, and the electrode begins to receive positive charge 
the gas is ionized by the electrons. Dilute electrolytic solutions are 
evidently in a continual and spontaneous state of ionization. 

Observations on positive ions issuing from ionized gases have 
been interpreted as meaning that all such ions are atoms or molecules 
bearing charges of which the magnitude is e, or 2e, or some other 
small-integer multiple of e; in other words, as meaning that positive 
ions are atoms or molecules from which one or more electrons have 
been detached. Generalizing from these to all cases, it is believed 
that the first stage of ionization, in monatomic gases at least, is the 
detachment of electrons from atoms. Whether the separated elec- 
trons remain free, or attach themselves to other atoms, or become 
the gathering-agents of clusters of atoms, is an interesting but at 
present subsidiary question. lIonization in monatomic gases begins 
by the detachment of electrons from atoms; and the word “‘ionization”’ 
in fact is frequently used to mean this process alone. In diatomic 
and compounded gases, the nature of the ions observed permits either 
of two suppositions; the initial process of ionization may be the 
detachment of electrons from molecules, or the splitting of molecules 
into fragments each consisting of one or more atoms, some of these 
fragments having an excess and the others a compensating deficit of 
electrons. Special experiments must be performed to decide between 
these suppositions. 
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While self-sustaining discharges in gases may produce a vast variety 
of identifiable ions, they are not suitable for revealing the process of 
producing these ions. By bombarding a gas with electrons of known 
speed, ions may be produced under very simple and intelligible con- 
ditions. It is then found that in order to detach an electron from an 
atom of a monatomic gas, a definite amount of energy, the tonizing- 
energy of the gas, must be transferred to the atom. The ionizing- 
energy is not unique; for most kinds of atoms there are several dis- 
tinct quantities answering to the same definition. Nevertheless there 
is one particular and outstanding value which is particularly known 
as the ionizing-energy or tonizing-potential. It varies periodically 
from element to element along the Periodic Table, and is therefore 
ascribed to an outer electron of the atom; indeed it may be described 
as the extraction-energy for the outermost or loosest electron. 

Of the other values of ionizing-energy for a given atom, some are 
lower than the principal ionizing-potential. These, however, are 
attributed to atoms in abnormal states. The others are greater 
than the principal ionizing-potential; some of them are very much 
greater and increase steadily from one element to the next along the 
Periodic Table, and are therefore ascribed to deeper-lying electrons 
and may be described as extraction-energies for inner electrons. 

The spontaneous ionization of radioactive substances is an entirely 
irregular function of atomic number and is attributed, for this and 
other reasons, to events occurring in the nuclei. 

At this point it is necessary to define some units. In most determi- 
nations of ionizing-energies, a stream of electrons originally moving 
with speeds thought negligibly small is accelerated by a potential- 
rise and then projected into the gas under examination. Their kinetic 
energies in ergs are thus given in terms of the voltage V of the poten- 
tial-rise by the equation 


Kinetic Energy = eV/300 = 1.591-10-" V. (1) 


It is customary to measure the kinetic energy of an electron by the 
voltage-rise which gave it, or could have given it, that energy; which 


is tantamount to employing a unit of energy equal to 1.591.107” erg. 
This unit may be called the equivalent volt. 


One equivalent volt = 1.591-10~-" erg (2) 
The name, it must be admitted, is neither short nor elegant; at all 
events it is preferable to the slovenly usage of speaking of an electron 


as having so many ‘‘volts of energy” (!) or a ‘‘speed of so many volts”’ 
(!!) On the other hand, it seems quite unobjectionable to speak of an 
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electron having a kinetic energy of one equivalent volt as a ‘‘one-volt 
electron.”’ 

The ionizing-energy of an atom is usually given in equivalent volts, 
whence the name tonizing-potential. 

Occasionally one meets with a value stated for an ionizing-potential 
in terms of a unit known as the wave-number (“equivalent wave- 
number’ would be better) which amounts to 1.968.107" erg. 


IONIZATION- POTENTIALS 


The ionizing-potential of a monatomic gas is usually measured 
by projecting electrons with controllable kinetic energy A into the 
gas, and determining the value of K at which current begins to flow 
into an electrode inserted into the gas and maintained at such a 
potential that positive ions, but no electrons, can reach it. 

This method requires more elaborate apparatus than the outline 
suggests. The experimenter must guard against an effect) which 
was not suspected by those who first worked with the method. Elec- 
trons having kinetic energy less the ionizing-energy of the gas may 
cause the atoms which they strike to emit radiation. | Some of this 
radiation falls upon the electrode arranged to collect positive ions, 
and expels electrons from it. The field around the collecting-electrode, 
being such as to draw positive ions toward it, drives these electrons 
away; and so there is a continuous current of negative charge out of 
the electrode into the gas, which is quite indistinguishable from a 
current of positive charge out of the gas into the electrode. Thus 
the value of K at which positive charge first seems to flow into the 
electrode from the gas is the “‘critical’’ electron-energy (as the phrase 
is) not for producing ionization but for producing radiation he 
earliest determinations of what were thought to be ionizing-potentials 
were vitiated by this effect. 

To avoid or recognize the influence of radiation several schemes have 
been devised.!. For example, if two collecting-electrodes are used in 
alternation, one having a large area and the other being small, much 
more radiation will fall upon the larger one, and there will be a cor- 
respondingiy great difference between the currents of negative charge 
out of the two; but if ions are being formed in the gas, the difference 
between the numbers of these which find their way to the large and to 
the small electrode will be much less pronounced. A slender collecting 
electrode may record only a very small current due to radiation, but a 


1 For a detailed account of the methods developed up to 1924, consult K. T. Comp 
ton and F. L. Mohler: ‘Critical potentials’ (Bull. Nat. Res. Council, No. 48 
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very large one whenever ionization commences. This scheme has been 
adopted by K. T. Compton. 

Another, and the most common, device for distinguishing ionization 
from radiation consists in surrounding the collector with a sheath of 
metal gauze, maintained at a potential slightly (say 3 volts) more nega- 
tive than the electrode which it screens. Positive ions pass through its 
meshes to the collector, somewhat slowed down but not driven back. 
Radiation also passes through the meshes to the collector, but the elec- 
trons which it drives out are turned back by the adverse field and re- 
enter the metal whence they came, so that the net result is the same as 
though they had never come out. Ionization thus produces a current 
of positive charge into the collector, and radiation none; or radiation 
may even produce a current of negative charge into the collector, thus 
accentuating the contrast, for electrons which are ejected from the 
metal gauze are drawn to the screened electrode. This is the scheme 
devised by F. S. Goucher. 

Another, and possibly the best, method for measuring ionizing- 
potentials is quite insensitive to radiation. A hot filament is immersed 
in the gas, which may be supposed to be surrounded by connected metal 
walls so that its boundaries are all at the same potential. If the efflux 
of electrons from the filament is so plentiful that it is limited by space- 
charge,’ and this condition persists as the potential-difference between 
walls and filament is raised to the value just sufficing to give to the 
electrons energy enough to ionize the gas, then at the moment of in- 
cipient ionization the space-charge limitation is partially or totally 
cancelled, and the current increases sharply. This is I. Langmuir’s 
method. It is better to keep the potential-difference between the walls 
and the filament small and constant, and admit into the gas electrons 
with controllable energy from another source; when the energy of 
these auxiliary electrons is raised to attain the ionizing-potential of the 
gas, the current from the filament suddenly increases. This is the 
method of G. Hertz*® and kK. H. Kingdon.‘ 

Most of the accurate measurements of ionizing-potentials have been 
made with a collecting-electrode sheathed by a gauze, according to the 
precept of Goucher. The apparatus is a complicated affair, for the 
parts already mentioned are by no means all that are required; in 
some cases the whole interior of the tube appears to be webbed with 
gauzes. A hot filament (occasionally an illuminated metal plate) is 
provided as source for electrons, and its potential—or the potential of 


2 See the sixth article of this series (December, 1924). 
3 ZS. f. Phys. 18, pp. 307-316 (1923). 
‘ Phys. Rev. (2) 21, pp. 404-418 (1923). 
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its negative end—is taken as the zero from which the other potentials 
are measured. In the sketch (Fig. 1) this is marked F. Close to the 
source there is a gauze (G;) maintained at the controllable potential V 
and thus providing the potential-rise by which the electrons are accel- 
erated. It is clearly desirable that the electrons should move at their 
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known maximum speed over as long a path as possible in the gas; con- 
sequently a second gauze (G2) is set up beyond G;, and maintained at 
nearly the potential V so that there is a nearly equipotential region be- 
tween them. (Generally the potential of G2 is raised a fraction of a volt 
above V so that there may be a slight impulsion of the ions formed be- 
tween G,; and G» toward the collector.) Beyond G, are the collector C 
and its protecting gauze G;, maintained at potentials lower than the 
filament so that no electrons may reach them. The current of which 
the sign indicates whether it is due to radiation or ionization, as was ex- 
plained above, flows through the galvanometer at A. 

With such an apparatus as this it seems to be easy enough to measure 
ionizing-potentials correctly within one or two volts. As soon as 
greater accuracy is sought after, the real troubles begin. The electrons 
do not all leave the source with negligible speed; their speeds are dis- 
tributed over a finite range. The potential to which they climb in pass- 
ing through the meshes of a gauze is not quite equal to the potential 
of the gauze-wires themselves. The potential-differences between the 
different electrodes are not accurately given by voltmeters, for there 
are contact-potential-differences superposed upon the values indicated. 
The filament is not an equipotential surface if it is heated by a current, 
although this difficulty can be overcome if the experimenter thinks it 
worth the trouble. Electric charges marooned upon the walls of the 
tube, electrons ejected by radiation from the gauze G; and accelerated 
backwards to G2 with a final speed higher than the electrons from F 
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ever attain, are capable of causing false conclusions. The third sig- 
nificant figure in the value of an ionizing-potential is many times harder 
to attain than the first two; and it is not surprising that many experi- 
menters have chosen to mix some standard gas such as helium into the 
gases with which they experimented, and to determine the difference 
between the ionizing-potentials of the standard gas and the other gases, 
rather than any of them absolutely. 

Before bringing out the numerical values of ionizing-potentials, I 
must allude to the fact that the quantity measured in these experi- 
ments is the kinetic energy possessed by the electrons when they are 
just able to ionize the atoms, which might not be the same thing as the 
energy actually transferred to the atoms. <A particle of mass m moving 
with speed « has not only kinetic energy K = Yomi? but also momen- 
tum mu. If it impinges against a previously-stationary particle of mass 
M, and momentum is conserved in the impact, then the particles must 
be in motion after the impact, and some of the initial kinetic energy 
of the striking particle must be saved, so to speak, to provide for this 
motion. What is left over is available for ionization or other purposes. 
Without involving ourselves in the general case, we may note that the 
most favourable conceivable case for having a large proportion of en- 
ergy left over, when the striking particle is less massive than the struck 
one, is that in which the more massive particle has all the momentum 
after the impact. Suppose therefore that after the impact the striking 
electron and the liberated electron are both stationary, and the ion of 
mass .V is moving with speed V. Conservation of momentum is ex- 
pressed by writing: 


mu=MV. (3) 


The energy 7 available for ionization or other purposes is given by: 


K =}mv?=3MV?2+4+T. (4) 
so that 
T=K(1—m/M). (5) 


Since the masses of atoms range from 1845 to nearly half a million 
times the mass of an electron, an electron might spend over 999 pro- 
mille of its energy in ionizing an atom; and therefore there is no essen- 
tial impossibility in supposing that the energy possessed by an electron 
just able to ionize is actually equal, within the uncertainty of measure- 
ment, to the ionizing-energy of the atom. This supposition is con- 
firmed by the agreements between observed ionizing-potentials and 
the theoretical values deduced from spectra by using Bohr’s method of 
interpretation. 








i a te Poa 


itt ARAL 


setts thin 














Cha Dette tena PO 





SOME CONTEMPORARY ADVANCES IN PHYSICS—NXI 469 


If the gas or the electron-stream is extremely dense, positive ions 
appear when the energy of the bombarding electrons is lower than the 
ionizing-energy as determined by experiments with more rarefied gas 
or a scantier stream of electrons. Various reasons are assigned for this 
in various cases; one fundamental reason is, that an atom struck by 
an electron having less than the ionizing-energy may be put into ab- 
normal states of some duration, in which it can be ionized by receiving 
a smaller amount of energy than would ionize it in its normal state. 

In Fig. 2 the measured values of ionizing-potential are plotted. 

There is a way of expressing these and other yet-to-be-presented 
facts about ionizing-energies, which at this point will probably seem 
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unnatural but later will be highly convenient. Suppose that by trans- 
fer of the ionizing-energy Vo to an atom it is converted into a system 
composed of an ion bearing charge + e and a free electron. This sys- 
tem has potential energy Vo relatively to the normal state of the atom. 
The detached electron may wander off and the ion eventually unite 
itself with another electron. It is convenient, therefore (whether or 
not it is strictly legitimate) to think of this potential energy Vo as being 
associated with the ion alone; and to say that the atom possesses, in 
addition to its normal state, one or more states of ionization or states of 
the ionized atom, each of them characterized by a certain value of po- 

5] am deeply indebted to Professor F. A. Saunders, who has kept a current cata 


logue of published values of ionizing-potentials, for enabling me to copy his tab 
ulations, 
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tential energy. The ionizing-potential of the atom is then, by defini- 
tion, equal to the potential energy of that state of ionization which 
differs least in energy from the normal state. 

Another way of describing the ionizing-potential is to say that it is 
the energy required to detach the loosest electron from the atom. This in- 
volves a picture of an atom as a system of separately-identifiable elec- 
trons, ‘“‘bound” with various degrees of looseness or tightness. Such a 
picture is so nearly indispensable, that there need be little hesitation 
about introducing it here. Frequently the term valence-electron is used 
instead of ‘loosest electron’’; there is little in its favour beyond the 
general inability of physicists to think of a better one.® 


DETACHMENT OF THE LOOSEST ELECTRON BY OTHER AGENCIES THAN 
ELECTRON-IMPACTS 


Other agencies than the blows of electrons are capable of detaching 
the loosest electron from an atom; but it is very much more difficult 
to obtain simple and intelligible information about their immediate 
effects than about those of electron-impacts. 

The study of ionization by radiation involves a host of new problems. 
Theoretically the conditions seem simple enough. Radiation of any 
frequency v behaves in some respects as though it consisted of streams 
of particles each having energy Avy and momentum hyv/c. Since it be- 
haves in this manner in so far as absorption in gases and ejection of 
electrons from solids are concerned, we should expect it to do likewise 
in effecting ionization of atoms. If so, radiation should ionize atoms 
if and only if its frequency v equals or exceeds a critical or threshold 
value vo, expressed in terms of the ionizing-potentials Vo of the atoms 
(measured in equivalent volts) by 


hyo =eV,/300. (6) 


Projecting light from a spectrum upon a gas, and passing steadily from 
low to high values of v, we should expect ionization to commence 
abruptly at vp. 

Experimentally, the task of testing this inference has baffled every- 
one, at least until very recently. In the first place, the values of thresh- 
old-frequency »y for various atoms correspond to values of threshold- 

6 The terms “optical electrons’ and ‘‘series electrons” are sometimes seen; they 
are derived from theoretical pictures which are in danger of mutation (some people 
now ascribe most series-spectra to displacements of electrons in groups). The Ger- 
man term ‘“‘Leuchtelektron” probably sounds better in German than its equivalent 
‘shining electron’’ would sound in English. It may be remembered that difficulty in 
choosing a good name for a concept sometimes signifies that the concept is essentially 
vague and not rooted in Nature. 
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length Xo lying between 504A (helium) and 3184A (caesium); and this 
is the most troublesome region of the spectrum to deal with, partly be- 
cause light of wavelengths lying within it is tremendously absorbed by 
nearly all solids and even gases, and partly because good sources for 
such light are difficult or impossible to procure. Even in the compara- 
tively accessible zone between 2000A and 3500A it is customary to use 
the light of the mercury arc, which provides a few widely-spaced bright 
spectrum-lines; as though in determining ionizing-potentials by ele: 

tron-impacts one had to use electrons of certain distinct and widely 

spaced energy-values, and could not refine the measurements by ad 
justing the accelerating voltage to intermediate values ad libitum. In 
measuring ionizing-potentials by electron-impacts there is a secondary 
difficulty due to radiation from struck atoms falling upon the collector; 
here the difficulty becomes a primary one, since the primary radiation 
itself is competent to produce this effect. The effect is most vicious 
with alkali-metal vapours, as they deposit themselves over all the solid 
surfaces of the apparatus in films excessively liable to pour out ele 

trons when stimulated by light or warmth; vet these are the only el 

ments for which Xo lies above 2500A. 

Several experimenters have minimized the undesired effects of the 
radiation by projecting a narrow beam of light across a jet of alkali 
metal vapor boiling up out of a narrow channel in the main tube. The 
beam struck nothing except the jet and beyond it a “‘trap”’ in which 
presumably it was totally absorbed and no part was scattered. The 
jet passed onward, near to an electrode negatively charged to receive 
positive ions. With potassium vapors, for which \» should be 2856A, 
R. C. Williamson found ionization commencing somewhere between 
3100A and 2800A; H. Samuel thought that it commences between 
2804A and 2893A; E. Lawrence concluded that it begins at 2610A.7 
P. D. Foote and F. L. Mohler’ detected the positive ions by their effect 
in annulling the space-charge limitations upon the current from a hot 
filament, after the fashion of the last-mentioned method of determining 
ionization-potentials. Their result was somewhat unexpected; they 
found ionization in caesium vapor at wavelengths even greater than 
the threshold-wavelength. This is attributed to the same cause as 
brings about a lowering of the apparent ionizing-potential when dense 

7 Phys. Rev. (2) 27, pp. 37-51 (1926); 26, pp. 197-207 (1925 

8 E. O. Lawrence, Phil. Mag. 50, pp. 345-359 (1925); R. C. Williamson, Phys. Ret 
21, pp. 107 (1923); H. Samuel, ZS. f. Phys. 29, pp. 209-213 (1924); and prior literature 
cited in the first two. In all of the cited experiments the vapor had freshly issued 
from condensed potassium, and may have contained a large proportion of molecular 
aggregates, to which Lawrence attributes the difference between his observed thres- 


hold-wavelength and the calculated vo, Cf. also G. F. Rouse and G. W. Giddings, 
Proc, Nat. Acad. Sci. 11, pp. 514-177 (1925). 
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streams of bombarding electrons are used: that is to say, it occurs be 
cause light of less than the threshold frequency puts some of the atom: 
into abnormal states, in which less energy is required to ionize them 
than in the normal state. 

The study of tonization by positive ions is also very troublesome. 
This is partly because there are no such convenient sources for con- 
trollable positive ions as there are for electrons. The ions emerging 
from hot filaments are generally not all of one kind. If ions of a par- 
ticular sort, hydrogen ions for instance (these would give the most 
valuable information of any) are produced by bombarding the proper 
kind of gas by electrons having a suitable ionizing-energy, they cannot 
be used for ionizing except in the same tube and therefore upon the 
same gas; further, it is necessary to keep the bombarding electrons out 
of the region where the positive ions are meant to ionize, by an elabo- 
rate system of gauzes and opposing potentials. If the collecting elec- 
trode is maintained at a positive potential so as to receive electrons 
produced by the ionization, it receives also the electrons which are 
knocked out of the walls of the tube by positive ions which strike them. 
[t is scarcely surprising, then, that the published data are scanty and 
not always concordant.® 

The considerations about conservation of momentum during im- 
pacts, mentioned in dealing with ionization by electrons, show that we 
should hardly expect a positive ion to be able to ionize unless it has 
much more energy than must be transferred to the atom to detach the 
loosest electron from it; twice as much, if the ion is of the same mass 


as the atom. 
IDENTIFICATION OF IONS PRODUCED BY ELECTRON-IMPACTS 


The methods hitherto described for detecting the onset of ionization 
in a gas show when free positive charges appear in a gas, but give no 
further information about them. The methods employed by J. J. 
Thomson and F. W. Aston reveal the charge-to-mass ratios of ions 
occurring in a gas carrying a self-maintaining discharge, but give very 
little information about the precise conditions necessary to produce 
them. A combination of methods of these two kinds was first effected 
by H. D. Smyth.'° 

One of the tubes employed by Smyth is sketched in Fig. 3. Electrons 
from the filament F are accelerated through the potential-rise V,; to the 

® For work published up to 1922 see the review and bibliography by A. J. Saxton, 
Phil. Mag. 44, pp. 809-823 (1922). See also J. T. Tate, Phys. Rev. (2) 23, pp. 293 
204 (1924), 

10 Proc. Roy. Soc. A102, pp. 283-293 (1922-23); A104, pp. 121-134 (1923); Phys. 
Rev. (2) 25, pp. 452-468 (1925) and references there given. 
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gauze Ey, and then turned back by an adverse potential-fall V2 before 
they reach the partition E»2 pierced by the slit S.. Positive ions pro- 
duced by the electrons in the region between /; and FE. are drawn 
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Fig. 3 


toward F.; some of them emerge through S., and encounter an addi- 
tional potential-fall V; which draws them to the partition 3. Those 
which pass through the slit S; are now ready, after passing through the 
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field-free region R, to be swung around in semi-circular arcs by a mag- 
netic field H applied normally to the plane of the paper over the region 
Q; thus they arrive at the ion-collector behind the slit S;. The major 
experimental difficulty consists in maintaining simultaneously a gas- 
density between F and F2 high enough to afford plenty of ions, and a 
gas-density in R and Q low enough so that the ion-stream is not dis- 
persed. This is effected by feeding in the gas through A and applying 
powerful pumps to draw it out through B, C and D. 

Varying H and plotting against it the current into the ion-collector, 
one obtains a curve with peaks, such as the one in Fig. 4. This is, how- 
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ever, a curve obtained by Dempster with ions issuing from a hot fila- 
ment. The charge-to-mass ratio for the kind of ion producing each 
peak is calculated from the accelerating-voltages, the deflecting field, 
and the diameter of the circular are through which they swing. 

The use of this method in determining ionizing-potentials may be 
illustrated from the work of H. A. Barton on argon.'' Observing at 
values of V; superior to some 50 volts a two-peaked curve with the 
M/E values of the corresponding ions standing in the ratio 2:1; and 
observing at values of V, inferior to some 40 volts only one of these 
peaks, the one with the greater value of 7, E; he inferred that this 
peak was due to A* ions and the other to A** ions. Plotting the heights 
of these peaks or the areas under them as functions of V,; he obtained 
curves such as those shown in Fig. 5. From many such curves as these 
he deduced that the energy of electrons just able to produce doubly- 
ionized argon atoms exceeds that of electrons just able to produce 


i Phys. Rev. (2) 25, pp. 469-483 (1925). 
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singly-ionized argon atoms by 30 equivalent volts. In the same man- 
ner, Smyth concluded that the energy of electrons just able to produce 
doubly-charged mercury ions exceeds by about 9 equivalent volts that 
of electrons just able to produce singly-charged mercury ions. The 
method, however, has been used chiefly for studving diatomic 
and therefore will be mentioned in another section. 
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IONIZATION OF MOLECULAR GASES ™ 


The experiments of Thomson and Aston upon the ions proceeding 
from self-sustaining discharges in molecular gases show that these 
comprise individual atoms and also molecules of various sorts, each 
deprived of one or occasionally of more than one electron. Not all of 
these, however, are produced by the direct and simple agency of a single 
electron-impact against a normal molecule; some of them result from 
encounters of ions originally produced in the discharge with molecules 
which they meet in the gas, either in that region where the discharge is 
being maintained or in the channel through which they pass to reach 
the analyzing fields. This stands out very clearly in such experiments 
as one performed by A. J. Dempster, who projected 800-volt electrons 
into hydrogen gas and determined the relative abundance of the ions 
H+, H2t+ and Hs;+ arriving at his collecting-electrode after passing 
through a certain distance in the gas. At a gas-pressure amounting to 
.01 mm. Hg, the H;+ ion was the most plentiful of all and the other two 
not far behind; at .0017 mm. Hg both the H+ and H,+ ions were 
definitely less abundant than Het, and below .0005 mm. the He* ion 

2 Actually he obtained 17.3 volts for the one critical potential, 47.4 for the other, 
and assumed that the difference between 17.3 and the accepted value of 15.2 for the 
first ionizing-potential of argon is due to contact potentials and other influences 
affecting each of the observed critical potentials equally. 

18 For a general bibliography of this subject see T. R. Hogness & E.G. Lunn, Phys 


Rev. (2) 26, pp. 44-55, 786-793 (1925); also V. Kondratjeft, ZS. f. Phys. 22, pp. 1-8 
(1924) and 31, pp. 535-541 (1925). 
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was left almost alone upon the scene. These results signify that an 
800-volt electron operates ionization in hydrogen by detaching an 
electron from a molecule; other kinds of ions appearing in the gas are 
due to subsequent adventures of these ions. 

The method of H. D. Smyth is suitable for investigations into this 
question. In apparatus such as his, hydrogen bombarded by (say) 
40-volt electrons is found to contain all three ions H+, H2+ and H3+; 
but as the density of hydrogen is reduced, the first and the last of these 
ions become less abundant and finally insignificant by comparison with 
the ion H.+. As the bombarding-voltage is reduced towards the value 
(about 16) at which ionization commences, all three kinds of ions be- 
come less plentiful; but with high densities and sufficiently sensitive 
apparatus it is found that H3* makes its appearance as early as Ha", 
and there is no reason not to suppose the same about H*. In hydrogen, 
therefore, and also in nitrogen, it is agreed that an electron-impact 
against a molecule results, if in any sort of ionization at all, in the de- 
tachment of an electron from the molecule, not (for instance) in a dis- 
sociation into one ionized atom and another atom ionized or neutral. 
Dissociation and new sorts of association may result from the further 
adventures of this molecule-ion in the gas. In certain compound gases" 
of which the molecules consist of two or more atoms of different kinds, 
there is reason to expect the contrary: that is, that an electron-impact 
against a molecule would result directly in splitting it into a positively- 
charged atom (or group of atoms) and a negatively-charged atom (or 
group of atoms). Certain experiments indicate this: in ZnCl. vapor, 
for instance, Cl atoms bearing an extra electron and ZnCl molecules 
minus an electron are found as soon as ionization commences; but the 
question can hardly be deemed settled until comparative measure- 
ments are made at various gas-densities. 

From these experiments it follows that a measurement of the energy 
just sufficient to produce ions in a molecular gas, while interesting in 
itself, can hardly be interpreted without additional data regarding the 
nature of the ions produced. There are other difficulties in determining 
ionizing-potentials in such gases; for instance the likelihood that the 
hot filament will itself dissociate the gas. The published determina- 
tions are frequently contradictory; the various published values for 
the ionizing-potentials of hydrogen, for instance, form one of the most 
discouraging sets of irreconcilable data to be found in physics. 

According to thermochemical measurements the ‘“‘heat of dissocia- 
tion” of hydrogen, in other words the energy-difference between a sys- 
tem of two free H atoms and an He molecule, amounts to 3.5 equivalent 


14 Those designated by chemists as heteropolar. 
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volts. One would a to be able to dissociate hydrogen by bombard- 
ing the gas with 3.5 volt electrons; yet nothing of the sort happens 
This is an instance of the frequently-occurring observation that a par- 
ticle or a quantum may have abundant energy to produce a particular 
effect and yet be quite unable to produce it. One would expect also 
that the minimum energy required to convert an Hy molecule into an 
H™* ion and an H atom and a free electron would exceed by 3.5 equi- 
valent volts the ionizing-energy of an H atom, yet the difference ap- 
pears to be less, which is strange. 


DETACHMENT OF TIGHTLY-BOUND ELECTRONS FROM ATOMS 


We will now consider the most direct and striking evidence for the 
statement that each atom (apart from those of the lightest elements 

i possesses several distinct ionizing energies—several distinct “‘states of 
: ionization.”” This fact is taken to mean that each atom possesses 
several or many electrons which are bound, as the phrase is, with difter- 
ent degrees of firmness or tightness; that the ionizing-energies of the 
atom are, so to speak, the extraction-energies of these various electrons; 
to each electron there corresponds a certain extraction-energy, the 
amount of energy which must be imparted to the atom to extract that 
i electron, the energy-difference between the normal state of the atom 
and that particular “state of ionization” which involves the absence ot 
that particular electron. I shall frequently use the language of this 
; interpretation, which is extremely convenient and likely to remain so. 
Nevertheless it is desirable to remember that the quantities actually 





observed are energy-differences between various states of the atom, or 
energy-values of various states of the atom referred to the energy-value 
F of the normal state as zero. These energy-values are the data of ex- 
perience; most other assertions about the states of ionization are 
speculative.” 

Conceive a layer of atoms of an element possessing several different 
values of ionizing-energy Wi, We, Ws and so forth; in other words, 
atoms which are capable of several states of ionization of which the 
energy-values exceed that of the normal state by Wy, We, Ws and so 
forth. Suppose that a beam of radiation of frequency v, so chosen that 
the product hv exceeds all of the ionizing-energies, falls upon the layer. 
Such a beam is: absorbed as though it consisted of individual particles of 
energy hv, each of which is either completely absorbed or totally ignored 
by the layer of matter upon which it falls. Consider an atom which ab- 

46 In some cases, although not in any which will be discussed in this section, it is 


found necessary to suppose that several distinct states of ionization correspond to 
the absence of a particular electron, which is somewhat of a strain upon the picture. 
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sorbs the amount hy of energy from the beam. Through this absorp- 
tion, an electron is detached from the atom. If however the electrons 
were merely separated from the atom and left stationary beside it, the 
energy of the system (ion plus electron) would by definition have been 
augmented merely by Wj. This quantity is (by our supposition) less 
than hy. However the entire energy hv has been absorbed; the differ- 
ence (hv — Wj) is likewise transferred to the ion-plus-electron system, 
in the form of kinetic energy of the liberated electron. The electron 
flies away with speed V; determined by the relation 


$m V7? =hv— Wi. (7) 


The foregoing paragraph contains several interlocking assumptions, 
which if they are all true lead to this conclusion: When a beam of radia- 
tion of frequency v falls upon a layer of atoms having ionizing-energies W,, 
Ws, ... Wi... , electrons of various speeds spring out of the layer, 
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there being for each value of W, a corresponding group of electrons of which 
the speed is given in terms of W by equation (7). 

Suppose that one irradiates a metal with high-frequency radiation, 
and by a system of slits confines his experimentation to electrons pro- 
jected in directions nearly normal to the metal surface, and applies a 
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magnetic field in a direction parallel to the surface. Then we have the 
situation which occurs in measuring the speeds and charge-to-mass 
ratios of electrons and ions by the method of electric acceleration fol- 
lowed by magnetic deflection. The only differences are, that in the 
present case the speeds v with which the electrons enter into the mag- 
netic field are imparted to them not by an imposed electric field but by 


Ag 





— 4. 2 sas 


the radiation which released them; and that the experimenter takes 
the value of e/m for granted and computes the values of v from the 
magnetic deflections alone. The electrons are swept around in circular 
arcs, of which the radii vield their speeds. 

The apparatus by which such experiments are performed is of the 
tvpe shown in Fig. 6. At S there is a long narrow rod or tube of the 





material to be tested; it is irradiated by X-rays proceeding from a 
source beyond the diagram to the left. A magnetic field, directed nor- 
mally to the plane of the paper, sweeps the emerging electrons around 
in circular arcs, some of which pass through the slit. The appearance 
of films laid along the top of the block Pb, normal to the plane of the 
paper, is shown by Figs. Sand 9. They suggest spectra; and though the 
lines are signatures of special electron-speeds rather than of special 
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radiation-frequencies, the difference between these is not so radical as 
once it seemed, and we may without hesitation call them by some such 
name as electronic spectra. 

Each line in such a spectrum is produced by electrons of a definite 
extraction-energy, extracted by radiation of a definite frequency. Con- 
tinuing with the policy of referring to electrons with a definite extrac- 
tion-energy as being definitely individualized within the atom, I will 
designate the electrons of greatest extraction-energy for any particular 
kind of atom as the AK electrons; those of next greatest extraction- 
energy as the L electrons, and then the M and N electrons in due order. 
(Later it will be necessary to subdivide these classes, but for the mo- 
ment this may be avoided.) At other times I shall speak of these elec- 





Fig. 9 


trons as belonging to the K level, the Z level, and so forth; still other 
terms in use are the K shell and the L shell, or the K ring and the L ring. 
In a given electronic spectrum we may expect to find a set of lines due 
to K, L, M and other electrons, for each frequency represented in the 
incident radiation; unless there are some of these frequencies for which 
the quantum energy hy is less than the extraction-energies of some of 
the electron-groups, in which case there will be no corresponding lines. 

An ideally simple electronic spectrum would be produced by a single 
radiation-frequency; but this is impracticable, for even if one were to 
eliminate from the stream of X-rays proceeding out of an X-ray tube 
all but one frequency, the irradiated atoms would themselves supply 
others." As in the mass-spectra upon Aston’s plates, this unavoidable 
complexity is actually an advantage; it helps in identifying the several 
lines. 

In Figs. 8 and 9, photographs taken in the manner already men- 
tioned, there appears the electronic spectrum due to silver atoms irra- 


16 These are in fact especially efficient in ejecting electrons, as they originate 
within the atom-layer itself. 
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diated by the characteristic X-rays of tungsten.'? To guard against 
the possibility that the photographs may lose in clearness by the proc- 
ess of reproduction, I will base the explanation upon the uppermost of 
the sketches in Fig. 7, which is abstracted by de Broglie from similar 
pictures. The electron-speeds corresponding to the lines increase from 
left to right. The irradiating X-rays consist of four characteristic fre- 
quencies from the X-ray spectrum of tungsten; in order of decreasing 
frequency they are known as Ky, Kg, and the two members of the Ka 
doublet. The four lines marked 4 and 5 in the electronic spectrum are 
made by electrons extracted by these four radiations from a single level 

the K level of the silver atoms. The two following doublets, marked 
6 and 7, are made by electrons extracted by the Ka frequencies from 
two other levels of the silver atom, the L and M levels respectively. 
Line 8 is due to AB extracting electrons from the LZ level. At the other 
end of the spectrum, the three lines 1, 2, 3 are due to electrons ejected 
from the Z and the M levels by two of the X-ray frequencies character- 
istic of silver, which the irradiating X-rays stimulate some of the silver 
atoms to emit. The rays responsible for these particular lines are the 
so-called Ka and K@ rays of silver, which are so related to one another 
(as will be stressed in a later passage) that the electrons extracted by 
the former from the M level have very nearly the same energy as the 
electrons extracted by the latter from the Z level, so that the two fre- 
quencies acting on the two groups of electrons produce three (instead 
of four) distinct lines of the electronic spectrum. 

Reverting now to the photographs: in Fig. 8 the pairs of lines 
marked 4, 3, and 2 are those designated respectively as 6, 5 and 4 in the 
sketch and in the foregoing explanation, while the lines to the left are 
those produced by characteristic X-rays of silver acting upon silver 
atoms. On a larger scale, this latter region of the spectrum is shown 
in Fig. 9; here the lines are marked by the same numerals as in the 
sketch; the pair at 4 is due to K-electrons extracted by the two Aa rays 
of tungsten, the line 38 is due to .W-electrons extracted by the A radia- 
tion of silver, the line 2 results jointly from L-electrons extracted by 
the K6 radiation of silver and M-elecirons expelled by the Ka-radiation 
of silver, while the line 1 is due to L-electrons ejected by the Ka-rays 
of silver. 

The resemblance and the differences between electronic spectra of 
elements not far apart in, the Procession are illustrated by the two 
sketches in Fig. 7, the lower relating to tin (atomic number 50) and the 
upper to silver (atomic number 47) irradiated by the same frequencies. 


171 am greatly indebted to M. de Broglie for sending me the negatives of these 
admirable pictures, as well as that of Fig. 10. 
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Since the extraction-energy of each named class of electrons increases 
along the periodic table, the lines designated as 4, 5 and 6 in the elec- 
tronic spectrum of silver reappear in that of tin, displaced in the direc- 
tion of diminishing electron-speeds, that is, to the left. But, as to the 
lines 1, 2, and 3, both the extraction-energies of the electrons and the 
frequencies of the rays responsible for these alter as one passes from 
silver to tin, and the net result of the double alteration is that the lines 
are displaced to the right. 

The energy-values of the various states of ionization of an atom— 
or, in terms of the customary picture, the extraction-energies of the 
various classes of electrons within the atom,—may be determined with 
a certain degree of precision from experiments such as these. However, 
as in the case of the measurement of charge-to-mass ratios for individ- 
ual ions by the methods of Aston and Dempster, there is little incentive 
to develop the accuracy of the method to the highest possible extent; 
for most of the energy-values in question can be determined with very 
great accuracy in another way, which we will now examine. 


ABSORPTION OF RADIATION THROUGH IONIZATION 


When a beam of radiation of frequency v is transmitted through a 
layer of matter, from the atoms of which it extracts electrons with an 
expenditure of energy Ay at each extraction, we should expect to find it 
correspondingly reduced in intensity when it emerges from the layer. 

This effect is strikingly conspicuous with radiation high enough in 
frequency to detach the tightly-bound electrons of massive atoms. 
Let a narrow beam of “heterogeneous” radiation, containing all fre- 
quencies throughout the widest possible range, fall from an X-ray tube 
through slits and diaphragms upon a thin layer of such atoms; let the 
transmitted rays be dispersed by some appropriate spectroscope, and 
fall finally upon a photographic plate on which their spectrum—in the 
ordinary sense of the word, not in the sense of ‘electronic spectrum’’— 
is outspread. 

In Fig. 10 there are three such spectra, of heterogeneous beams 
which have passed through layers of cadmium, antimony, and barium 
respectively. The frequency increases from right to left. The darken- 
ing at any point is a measure of the intensity with which the X-rays 
acted at that point. 

Below a certain frequency identical for all three elements, the pho- 
tographic films have evidently been little affected; as soon as this 
critical frequency is exceeded, the effect suddenly becomes enormous. 
This critical frequency is the one for which the quantum-energy just 
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‘ suffices to extract a A-electron from a silver atom; for the photo- 
; graphic film contains silver, and it is the expulsion of electrons from 
* the atoms in it which Initiates the photographic process. Proceeding 
always toward higher frequencies, we see that presently the plates 
suddenly become whiter, at another critical frequency which however 
Fig. 10 
is not the same for the three elements. The photographic film is not 
responsible for these ‘‘absorption-edges”’ as they are called; each of 
them occurs at the particular frequency for which the quantum-energy 
. just suffices to extract a A-electron from an atom of the element which 
formed the absorbing-layer placed in the path of the beam before it 
reached the plate. To the right of the absorption-edge we have the 
: lower frequencies, unimpeded by the cadmium (or antimony, or 
: barium) atoms because unable to ionize them; to the left we have the 
higher frequencies, reduced in intensity by the intercalated matter 
because some of their energy was drawn off to detach electrons. 

From the frequency yv at such an absorption-edge, the extraction- 
energy W of the class of electrons in question for the kind of atom in 
question is determined by the equation 

hv=W. 

This is a much more delicate way of measuring extraction-energies 
than the observations upon electronic spectra afford. Nevertheless 
the measurements upon the energies of the ejected electrons are of the 
greatest importance, for they show what is effected by the energy- 
transformations which set in when one or another of these critical fre- 
quencies is overpassed. 

5 LIKELIHOOD OF IONIZATION BY ELECTRONS HAVING Mort THAN 


rHE LEAST IONIZING-ENERGY 
We have seen that electrons projected into a gas of ionizing-energy 
pro} g) 
V, are able to ionize it if their kinetic energy exceeds V,, otherwise not 
(apart from ionizations effected upon atoms in abnormal states). This 
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question now suggests itself: Suppose that a great number Q of elec- 
trons, all having kinetic energy V, falls upon a thin stratum of gas con- 
taining dN atoms per unit area: how many atoms will they ionize, how 
many ions will be produced? Designating this number by Qf(V)dN: 
what is f(V)? 

This question is much easier to formulate in words than to answer 
by experiment. Suppose for instance that one should try to answer 
it by means of the scheme of apparatus sketched in Fig. 1. In going 
from G, to Gz, coming to a stop between G2 and Gs, and returning again, 
the electrons pass successively through all values of kinetic energy 
from their highest down to zero and back to their highest again; and 
ions are produced by electrons of all values of kinetic energy, from their 
highest down to the ionizing-energy. The ions collected by the col- 
lector at C represent a sort of integral of Qf(V)dN taken between V, as 
minimum and the energy possessed by the electrons at G; as maximum. 
To determine Qf(V)dN it is necessary to measure the total ionization 
at several values of V and then construct a sort of differential curve. 
To determine Q it is necessary to know how many electrons come from 
the filament into the ionizing-region, and in addition how many extra 
ones are introduced through primary electrons knocking them out of 
the gauze of G,. 

Another scheme consists essentially in making Gg, into a solid wall 
and using it to collect the electrons, so that after passing from G, to G» 
they vanish from the scene. This would be excellent if the region be- 
tween G, and Ge could be left equipotential; but it is necessary to in- 
trude a negatively-charged electrode in order to collect the positive ions, 
and apparently whenever this electrode is sufficiently large and suffi- 
ciently negative to capture the ions it is also sufficiently large and 
sufficiently negative to distort the field between G; and G2 quite seri- 
ously; so that the electrons are at first slowed down and later speeded 
up again as they pass from G; to Gs, and the ions received by the col- 
lector are as before a sort of integral of Of(V)dN. 

In spite of these difficulties the various experiments performed with 
extremely rarefied gases yield fairly concordant results.'* The function 
f(V) mounts steadily, from zero at the ionizing-energy V>, to a broad 
and flattish peak culminating somewhere between 100 and 400 volts 
(depending on the gas), and thereafter declines slowly as V increases. 
Thus, although an electron striking an atom (or molecule) can detach 
the loosest electron if it has just the requisite energy, its chance of 
doing so is improved if its energy is greater than the just-sufficient 

8K. T. Compton and C, C. van Voorhis, Phys. Rev. (2) 26, pp. 436-453 (1925) 
and literature there cited; also W. P. Jesse, ibid. pp. 208-220. 
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amount. However, it would not be safe to infer that throughout the 
range of these observations all of the ionizations consist in detachments 
of valence-electrons from various atoms. Sooner or later transfers of 
atoms into other states of ionization must commence. This is rendered 
all the more probable by the fact that the values of f( V), determined 
at or near the peak for each gas, show a very definite tendency to in- 
crease steadily with the number of electrons in the atom or the molecule 
in question. 

If a stream of electrons is projected into a sufficiently dense gas, the 
electrons are gradually slowed down and even stopped, and the stream 
is dispersed. Measurements of the number of ions produced per elec- 
tron per millimetre have been made under such conditions,and meas- 
urements also of the “total ionization” produced in a volume of gas so 
large that the electrons lose their forward speed altogether before 
reaching the walls; but though the intrinsic interest of such measure- 
ments is great, it seems practically impossible to deduce f(V) from 
them.'® The difficulties may be compared with those arising in the 
study of alpha-particle scattering when the metal foil is too thick.2” 
When, however, the electrons are moving with the enormous speeds 
possessed by those ejected from radio-active substances, or when ioni- 
zation by alpha-particles is studied, the conditions agairi become 
simpler and relatively intelligible. 


IONIZATION BY ALPHA-PARTICLES AND VERY FAST ELECTRONS 


Ionization by particles possessing kinetic energies amounting to 
millions of equivalent volts, such as alpha-particles and many of the 
electrons emerging from radioactive substances, might well be ex- 
pected to follow other laws than ionization by particles possessing 
little more than enough energy to detach an electron from an atom. 
Such indeed is the case; yet it would not be justified, either by reason- 
ing or by experiment, to suppose that even such highly energetic par- 
ticles expel electrons of any and every class tightly-bound alike and 
loosely-bound alike, with equal ease and abundance from the atoms 
which they strike. 

It is not particularly difficult to measure the total number of ions 
produced by an alpha-particle in its course through a gas from the mo- 
ment it enters, with a measurable initial speed, to the moment when it 
goes into retirement (so to speak) as an ordinary helium atom; nor to 

19G, A. Anslow, Phys. Rev. (2) 25, pp. 484-500 (1925) and literature there cited 

20 Anyone desiring to learn how complicated the circumstances may become when 


electrons are shot into a dense gas should read P. Lenard’s brochure ‘‘Quantitatives 
iiber Kathodenstrahlen,” published by the Heidelberg Academy in 1918. 
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divide this number into the kinetic energy which it originally had, thus 
obtaining the average energy spent per ion (or rather per pair of ions 
generated, since each ionization produced two ions of opposite sign)— 
a quantity amounting generally to several tens of equivalent volts (33 
volts for air).24_ By performing such experiments with alpha-particles of 
various initial speeds, it is possible to determine a function analogous 
to the function f(V) defined for electrons in a previous section. This 
function increases rapidly as the aplha-particle approaches the end of 
its sharply-terminated trail, varying approximately as the reciprocal 
of the cube root of the distance it has yet to go. 

Alpha-particles as they pass through a gas thus produce a countable 
number of ions and suffer a measurable loss in kinetic energy. It is 
interesting to enquire whether these two processes can be identified 
with one another and explained by the nuclear atom-model—whether 
the lost kinetic energy is altogether spent in detaching electrons from 
the atoms of the gas and supplying them with extra kinetic energy. 

Before comparing any theory with the experimental data, one must 
be aware of two complexities. In the first place, an alpha-particle may 
transfer energy to an atom without ionizing it, so that the energy it 
loses in passing through a gas may exceed that which it spends in 
ionizing. In the second place, some of the ions produced by an alpha- 
particle—notably, the detached electrons—may themselves be en- 
dowed with energy enough to ionize, so that a measurement of the 
total ionization in the gas may yield an excessive estimate of the num- 
ber of ions actually and immediately produced by particles striking 
atoms. Naturally the energy for producing all of these ions, “primary” 
and “‘secondary”’ alike, comes from the alpha-particles, so that such 
data as the aforesaid values for energy-spent-per-ion-generated have a 
definite meaning. 

Discrimination between ions produced directly and indirectly is de- 
sirable, indeed essential, for testing any theory; but thus far there is 
no way for distinguishing the two, except in the case of very fast elec- 
trons for which the trails have been photographed with great magnifi- 
cation by C. T. R. Wilson® by his celebrated expansion-method, in 
which each ion formed in the passage of such an electron through a gas 
becomes the center of a visible droplet of water. In some of his pic- 
tures, in Fig. 11, pairs of droplets and also groups of four, six and 
more are seen. The paired droyslets have condensed upon the two ions, 
positive and negative, produced by a single primary ionization (and 

2° R. W. Gurney, Proc. Roy. Soc. A107, pp. 332-340 (1925) and literature there 
cited. 

2 Proc. Roy. Soc. A104, pp. 192-212 (1923). 
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then drawn apart by an appropriate electric field); the groups of more 
than two bear witness of a primary ionization followed by secondary 
processes of the same type. In Fig. 12 there is an actual long branch 
to the primary trail; the original fast electron has detached another 


and endowed it with so great an energy that in tonizing-etticiency it 





g. II 


rivals its liberator. These figures show that a mere count of all the ions 
formed by a particle flying through a gas is no estimate of the detach- 
ments of electrons from atoms which the particle of itself and at first 
hand effected. 

Various theoretical expressions have been derived for the rate of 
slowing-down and the rate of ionization of an alpha-particle or fast 





electron proceeding through a gas. Most of them lead to what are 
known as ‘‘order-of-magnitude agreements,’ but none to a close quan- 
titative agreement—which is, perhaps, after all better than could be 
expected. They are founded upon an equation originally proposed by 
J.J. Thomson. Suppose a stratum of an element of atomic number Z, 
containing N atoms; using the nuclear atom-model, we conceive this 
as a region containing N nuclei and NZ electrons. If the electrons (of 
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mass m) were free and stationary, an alpha-particle of mass moving 
with speed U along a line passing at distance p from the initial position 
of any one of them would communicate to it an amount of energy: 


W a 
ml (p*+a") 
where 
2e?(.\J +m) 
= & 
_ mUM? * 8) 


Imagine Q alpha-particles passing through this collection of NZ 
electrons; the number of encounters for which this energy-value lies 
between two values W and W-+dW is equal to 2rp(dp/dW)dW. 
Multiplying this by W and integrating over all values from W=0 
(corresponding to p= 2) to W=8e?/mU*a? (corresponding to p=0), 
we arrive at a value for the total amount of energy communicated 
by the alpha-particles to the electrons, which value is infinite. This 
absurd conclusion rests on the absurd assumption that the electrons 
are free, which, of course, is not made. Generally it is assumed that 
whenever p exceeds a certain value, selected for one reason or an- 
other, equation (8) loses its validity and W is zero; for instance, that 
whenever ? is so great that the value computed by (8) for W is smaller 
than the least energy sufficing to remove the electron altogether from 
the atom or to put the atom into a Stationary State, then there is 
no transfer of energy whatever; but, whenever p is so small that W 
as computed by (8) exceeds the extraction-energy for the electron in 
question, then the electron is extracted and carries off, as kinetic 
energy, the difference between W and its extraction-energy. 

Definite assumptions must be made about the extraction-energies 
of the various classes of electrons in the atom, the number of electrons 
in each class, and the Stationary States of the atom; this being done, 
formulae are derived for the primary ionization, the scondary ioniza- 
tion, and the rate at which the alpha-particle (or fast electron) loses 
energy.”> Apart from these results of elaborate and careful analysis 
which lead as I have said to order-of-magnitude agreements (in some 
cases the agreements approach quantitative value) it may be pointed 
out that the equation (8) leads, when U is so great that a becomes 
small relatively to p, to the conclusion that as a fast-flying particle 
proceeds through matter the fourth power of its speed falls off linearly 
with increase of distance traversed, which is in agreement with much 

°3 See R. H. Fowler, Proc. Camb. Phil, Soc, 21, pp. 521-540 (1923), and G. H. 


Henderson, Phil. Mag. 44, pp. 680-(1922) for discussion and prior literature as well 
for their own work. 
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experimental work. It furthermore indicates that the total ionization 
effected by a beam of particles in traversing a given thickness of 
matter should, beyond a certain speed, diminish with increasing speed ; 
which for alpha-particles is true for the entire available speed-range, 
and for electrons is true beyond the speed of optimum ionizing- 
efficiency mentioned in a previous section.”! 


MULTIPLE IONIZATION 


The analyses of positive rays issuing from gases sustaining electrical 
discharges show that under such conditions some atoms are deprived 
of two, three, or even so many as eight electrons. The recently- 
developed methods of interpreting spectra make it practically certain 
that some of the spectrum-lines emitted from gases bombarded by 
electrons or sustaining discharges, and particularly from the excep- 
tionally violent discharges known as “‘sparks,”’ are due to atoms 
lacking one, two, or so many as six of their normal complement of 
electrons.” 

Such ions might eonceivably be produced either in one operation 
or in several; that is, the two (or more) missing electrons might have 
been removed by a single agency at a single moment, or they might 
have been detached one after the other by separately and successively 
acting agents. Measurements by the method of H. D. Smyth, such 
as those upon argon already cited, are capable of showing the minimum 
amount of energy which bombarding electrons must possess, in order 
that doubly-ionized atoms may appear in a bombarded gas; but they 
do not show, at least not directly, whether this minimum amount is 
what is required to effect double ionization in a single operation, or 
merely what is required to effect the most difficult among two or 
several steps leading cumulatively to the result. The same holds 
true about the experiments in which the least bombarding-voltage 
sufficient to bring out the spectrum associated with the doubly-ionized 
atom is measured.”* Granted that the energy-difference between the 
once-ionized and the normal argon atom is 15 equivalent volts, and 

24 The attempts to account for “straggling” of alpha-particles—that is, for the fact 
that different particles of the same initial speed are slowed down at somewhat 
different rates in progressing through the same gas—by ascribing it to mere statistical 
fluctuations in the number of electrons close to which they passed seem to have been 


unsuccessful; the observed straggling is much too great for this explanation. Sec 
G. H. Henderson, Phil. Mag. 44. 

% Multiply-ionized atoms are regularly observed in electrolytic solutions of com 
pounds of other-than-monovalent elements; strangely enough they are rarely if ever 
found among the ions issuing spontaneously from hot metals and salts 

% P. D. Foote et al., Phil. Mag. 42, pp. 1002-1015 (1921); Astroph. Jour. 55, pp. 
145-161 (1922); Origin of Spectra, 1922. 
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that A*~* ions appear in argon bombarded by 45-volt electrons: do 
15 equivalent volts constitute the amount of energy necessary to 
remove two electrons at once from a normal atom, or the amount 
necessary to remove one electron from an atom which a prior electron- 
impact has ionized? The question is not different in principle from 
one arising in measurements of the first ionizing-potential, whether 
the first appearance of ions signifies simply that atoms are being ionized 
in two stages; but apparently it is harder to settle by direct evidence. 

Analysis of the spectra of the ion and of the atom whenever prac- 
ticable, discloses definitely the energy-differences between the state 
of double ionization, the state of single ionization, and the normal 
state of the neutral atom. Thus with helium the first of these is 
greater than the second by 54 and then the third by 79 equivalent 
volts. Similar calculations for magnesium show that the first is 
greater than the second by 15 equivalent volts; as the spectrum of 
the ion J/g” in Foote’s just-cited experiments appeared at about that 
energy of the bombarding electrons, the atoms in the vapor must have 
been ionized by two successive impacts. 

In the course of R. A. Millikan’s observations upon droplets of oil 
floating in ionized gases, he found that they never captured charges 
amounting to 2e or a greater multiple of e, except in the solitary 
instance of helium traversed by alpha-particles; in this case about 
one out of every six positive charges captured was a double electron- 
charge 2e. He concluded that not more than one electron was ever 
detached from an atom in a single operation, except that among 
encounters of alpha-particles with helium atoms about one-sixth 
caused both of the electrons of the struck atom to be torn away.” 

Detachments of two or more tightly-bound electrons from a massive 
atom, whether effected in one operation or in several, might be revealed 
by additional absorption-edges in the spectrum of an X-ray beam 
after passing through matter; certain delicate features in X-ray 
spectra have in fact been explained in this manner. 


THERMAL IONIZATION °8 


In addition to all the information about ionization by particular 
agents such as electrons of specified speeds and radiation of specified 
frequencies, there is reason for making certain assertions about ioniza- 

27 The percentage may well have been much greater, since many of the ions left 
behind after the passage of the alpha-particle were probably produced by secondary, 
not primary ionization (R. H. Fowler). 

*8 General references: E. A. Milne, Proc. Phys. Soc. London 36, pp. 94-113, and 


literature there cited; A. A. Noyes, H. A. Wilson, Pro. Nat. Acad. Sci. 8, pp. 303-307 
1922). 
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tion per se, apart from all knowledge or assumption concerning the 
processes which effect it. There is a thermodynamic method of deter- 
mining the percentage of dissociated molecules in a molecular gas as a 
function of the temperature and the pressure of the gas, which can be 
used if we know the amount of energy required to dissociate a single 
molecule, the specific heats of the undissociated and the dissociated 
gas, and the chemical constants of the undissociated and the disso- 
ciated gas. An analogy may be establishéd between dissociation and 
ionization: the ionizing-energy of a monatomic gas corresponds to the 
heat of dissociation of (say) a diatomic gas; the electrons and the ions 
resulting from the ionizations may be taken as the particles of two dis- 
tinct gases mingled with one another and with the gas composed of the 
neutral atoms; the chemical constant of the ion-gas is taken as equal 
to the chemical constant of the original gas, and the chemical constant 
of the electron-gas is identified with that which a gas composed of 
neutral atoms, each possessing the same mass as an electron, would 
possess. Utilizing this analogy, a formula may be deduced for the per- 
centage of ionized atoms present in a monatomic gas in thermal equilib- 
rium at any temperature and pressure. 

Without developing the formula, it may be taken as a rather obvious 
inference that the higher the temperature of the gas at a given pres- 
sure, or the lower the pressure at a given temperature, the greater the 
percentage of ionization will be; and of two gases maintained at the 
same temperature and pressure, the gas having the smaller ionizing- 
energy will be the more ionized. 

Measurements of the degree of ionization in a flame of known tem- 
perature, into which a known amount of caesium was introduced, have 
yielded values in good agreement with the percentage calculated from 
the thermodynamic formula; and measurements upon the conductivi- 
ties of the vapors of the alkali metals have shown that they stand in the 
order of the ionizing energies reversed, although in other respects the 
agreement with the theory is not good.**. The tests and the value of 
the theory, however, appear chiefly in the realm of astrophysics. The 
hotter the region of a star in which the lines observed in its spectrum 
have their source, the more the lines of ionized atoms predominate 
among these. In many cases it happens that lines of ionized atoms are 
the only ones characteristic of a given element to be found at all. The 
assertion once commonly made, that certain elements are absent from 
the sun or other stars, is invalidated by the fact that under the actual 
conditions of temperature and pressure prevailing in these bodies, 


29 B. T. Barnes, Phys. Rev. (2) 23, pp. 178-188 (1924); M.N. Saha, Phil. Mag. 
46, pp. 534-543 (1923). 
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those elements if present would be totally ionized and would not reveal 
their familiar lines at all. Rubidium was thought to be omitted from 
the composition of the sun, until it occurred to H. N. Russell to look 
for its lines in the spectra of comparatively cool sunspots. The relative 
intensities of the lines of ionized and non-ionized atoms of various kinds 
in the spectra of individual stars are now ascertained and used as a 
guide in assigning temperatures to these stars, and their guidance is 
shown reliable by the accord between the conclusions to which it leads 
and conclusions otherwise attained. The study of ionization in the 
laboratory thus contributes to the understanding of the stars. 
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Methods of High Quality Recording and 
Reproducing of Music and Speech 
Based on Telephone Research ' 

By J. P. MAXFIELD and H. C. HARRISON 


Synopsis: This paper deals with an analysis of the general requirements 
of recording and reproducing sound without appreciable distortion. The 
storing or recording of sound requires, first, a mechanical system which will 
respond faithfully to the sound waves which are to be recorded. Then there 
is required some material in or on which this sound may be recorded and an 
intervening system which permits the sound waves to make the record in this 
material. Inthe usual case, and in that which is particularly discussed, there 
is a mechanical system which will vibrate in response to the sound which is 
to be recorded and directly through some mechanical linkage, or less directly 
through an electrical linkage, drives a cutting mechanism which will impress 
a wax record. 

The amount of power available to operate the recorder directly from the 
sound in the recording room is so small as to make the use of high quality 
electrical apparatus with associated vacuum tube amplifiers of very distinct 
advantage over the acoustic method. 

Where the question of reproduction is concerned, the same two alterna- 
tives mentioned for recording present themselves, namely, direct use of 
power derived from the record itself vs. the use of electro-mechanical equip- 
ment with an amplifier. In this case, however, the situation is materially 
different since the power which can be drawn directly from the record is more 
than sufficient for many uses. It is, therefore, generally simpler to design 
one single mechanical transmission system than it is to add the unnecessary 
complications of amplifiers, power supply and associated circuits. In cases 
where music is to be re produced i in large auditoriums, the power which can be 
drawn from the record may be insufficient and some form of electrical repro- 
duction using amplifiers becomes necessary. 

The paper points out, at length, how many of the heretofore unsolved 
fundamental problems of sound recording and reproduction have been read- 
ily solved by the application of a detailed knowledge of telephone transmis- 
sion theory. The advances which have been effected in telephone transmis- 
sion theory and in related electrical measuring apparatus in the last few 
years, have been so great as to surpass previous knowledge of mechanical 
wave transmission systems. The result is, therefore, that mechanical trans- 
mission systems of the type here considered, and pe sh; ips other types, can be 
de — more suc cessfully if they are viewed as the analogs of electric cir- 
cuits. A detailed analysis is here made of the analogies between electrical 
and mechanical systems in the voice frequency range and a discussion of the 
resulting mechanical design is presented. 


INTRODUCTION 


HE problem with which this paper is concerned, in its broadest 
sense, may be stated as that of taking sound from the air, storing 

it in some permanent way and reproducing it again without appre- 
ciable distortion. It is immaterial from the general standpoint whe*her 
the means used are mechanical or electrical or a combination of the 
two. The choice of which method to use will depend largely upon the 
commercial requirements accompanying the specific purpose for which 
the reproduction is being made. For instance, it is quite probable that 
! As printed here this paper is essentially as read before the A.L.E.E. Feb. 8-11, 1926. 
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the means chosen for reproduction in residences would differ materially 
from those used in large ballrooms or in the presentation of synchro- 
nized motion pictures. 

Before considering the methods and results referred to in the title 
of this paper, it may be well to make a rough division of the problem. 
Che storing or recording of sound requires, first, a mechanical system 
which will respond faithfully to the sound waves which are to be re- 
corded. Then, there is required some material in or on which this 
sound may be recorded and an intervening system which permits the 
sound waves to make the record in this material. In the usual case, 
and in that with which we are particularly concerned here, there is a 
mechanical system which will vibrate in response to the sound which 
is to be recorded and directly through some mechanical linkage or less 
directly through an electrical linkage, drive a cutting mechanism which 
will impress a wax record. 

The first consideration, therefore, is the character of the sound which 
is to be recorded including all of the effects of reverberation and the 
general questions of studio design. Next to be considered is the man- 
ner in which the cutting instrument shall impress this speech or musical 
record upon the constantly rotating wax disk, which disk is commonly 
called the wax master. In this connection, there will be discussed also 
the relative value of the electrical and mechanical linking of the cutting 
knife with the mechanism which receives the sound waves. Following 
the discussion of these problems and a brief reference to the state of the 
prior art, there remains to be considered the reproduction of the sound 
which is stored in the cuts or grooves of the wax record. 

In the case of reproduction also, there is required a mechanical sys- 
tem which will respond to these cuts in the wax and a system which will 
set up in the air-sound waves essentially identical to those picked up 
by the first mechanism of the recording system. Between these two 
systems, a mechanical linkage intervenes in the case under discussion, 
but reference is made to the relative advantages of this system com- 
pared with the use of an electrical linkage. 

First to be described, is the character of the sound which is to be 
recorded and reproduced and the effects of reverberation and transients 
upon the listener’s sensation of this sound. 


StuDIO CHARACTERISTICS AND TRANSIENTS 


Phonographic reproduction may be termed perfect when the com- 
ponents of the reproduced sound reaching the ears of the actual listener 
have the same relative intensity and phase relation as the sound reach- 
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ing the ears of an imaginary listener to the original performance would 
have had. Obviously, it is very difficult, if not impossible, to fulfill all 
of these requirements with a single channel system, that is, with a sys- 
tem which does not have a separate path to each ear of the listener from 
the sound source. 

The use of two ears, that is, two-channel listening, gives the listener 
a sense of direction for each of the various sources of sound to which at 
a given moment he may be listening, and, therefore, he apprehends 
them in their relative distribution in space. It has been found possible 
with a single channel system, however, by controlling the acoustic 
properties of the room in which the sound is being recorded, to simulate 
to a considerable degree in the reproduced music the effective space 
relationships of the original. In this case, with a one-channel system, 
the directional effect is, of course, entirely absent, and the spatial rela- 
tionship which is apprehended is probably due to the increased appar- 
ent reverberation of the instruments situated at the far end of the room 
as compared with those in the near foreground. 


In recording work, therefore, one of the important acoustic charac- 
teristics of a room is its time of reverberation. Although it is probable 
that this is the most comprehensive single factor, experiment has shown 
that the shape of the room and the distribution and character of the 
damping surfaces play a part in the excellence of music in such a room. 

It has been shown by Sabine’ that for piano music, studios should 
have a time of reverberation measured by his method of 1.08 seconds. 
Experience has indicated that this figure is also very closely correct for 
other types of music. This figure of Sabine’s assumes binaural listen- 
ing. With single-channel systems, such as most of the present repro- 
duction systems, whether for radio or the phonograph, the ability of 
the listener to separate the reverberation from the direct music by 
means of the sense of direction is completely removed and there is 
thrust upon his attention an apparently excessive amount of room echo. 
Experiment has shown that a time of reverberation for the recording 
room ranging from slightly more than }4 to slightly less than 34 of 
Sabine’s figure affords in the reproduced music the effect of a room with 
proper acoustics. When this effect is accomplished, the person listening 
to the reproduced music has the consciousness of the music being 
played in a continuation of the same room in which he is listening and 
also has a sense of spatial depth. 

Experiment has indicated further that any transients set up by the 
recording or reproducing system constitute a second cause of apparent 


2 Collected papers of W. Sabine. 
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increased reverberation. The data obtained thus far are insufficient 
to permit assignment of quantitative values to the importance of these 
two factors. 

At the present state of the art, the most important requirement of a 
recording or reproducing system is its frequency characteristic. This 
involves two factors—intensity versus frequency, and phase distortion 
versus frequency. The effect of the second of these factors is not thor- 
oughly understood but as it is closely related to the production of tran- 
sients it has to be considered, as mentoined above. The system to be 
described is, however, relatively free from violent phase shifts within 
most of the range covered, but does have some undesirable phase-shift 
characteristics with small accompanying transients near its limiting 
cut-off frequencies. 


FREQUENCY REQUIREMENTS 


The frequency range which it would be desirable to cover if, it were 
possible, with relatively uniform intensity for the transmission of 
speech and all types of music including pipe organ is from about 16 
cycles per second to approximately 10,000. 

It may be interesting to examine the record requirements for a band 
of frequencies this great. For the purpose of this illustration, a lateral 
cut record will be assumed although in all the factors except the time 
which the record will run, the arguments apply in a similar manner to 
the hill-and-dale cut. Since, for mechanical reproduction, the sound at 
a given pitch is radiated by means of a fixed radiation resistance, it is 
necessary that the record must be cut with a device the square of whose 
velocity is proportional to the sound power. Under these conditions, it 
is seen that for a given intensity of sound the amplitude is inversely 
proportional to the frequency of the tone, and that a point will be 
reached somewhere at the low end of the sound spectrum where this 
amplitude will be great enough to cut from one groove into the adja- 
cent groove, or in case of vertical cut, to cut so deeply that with present 
materials the wax will tear instead of cut away with a clean surface. 
This means that there is an inherent maximum amplitude beyond 
which it is not commercially feasible to go. Similarly the minimum 
radius of curvature of sine waves of various frequencies cut at constant 
velocity is inversely proportional to the frequency, so that as higher 
and higher frequencies are reached the radius of curvature becomes 
smaller and smaller until finally it becomes too small for the reproduc- 
ing needle to follow. There is, therefore, an inherent limit at the upper 
end. 

In order to extend these limits, it is necessary in the case of the low 
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end to make the spiral coarser and in the case of the high end to run the 
record at a higher speed. Both of these changes tend to decrease the 
time which a record of a given size can be made to play. The only alter- 
native of these methods is to cut the record less loud than is the present 
standard practise and make the reproducing equipment more sensitive. 
This could easily be done if it were not for the ‘‘record noise”’ or ‘‘sur- 
face noise,” as it is commonly called. Since this surface noise is already 
loud enough in comparison with the reproduced music to be somewhat 
objectionable, no appreciable gain in this direction can be made until 
the technique of record manufacture has been distinctly improved. 

In this connection, there is one other interesting point. It has been 
suggested that if electric reproduction were used, it would be possible 
to cut the record with a characteristic other than uniform velocity sen- 
sitiveness and correct for the error by an electrical system whose char- 
acteristic is the inverse of the characteristic of record. If the « hange 
which is made in the recording characteristic tends toward cutting at 
uniform acceleration sensitiveness, the amplitude varies inversely as 
the square of the frequency and hence the difficulties at the low end of 
the scale are greatly enhanced. Similarly, if the records are cut more 
nearly at constant amplitude, the radius of curvature of the sine waves 
decreases as the square of the frequency, hence the difficulties are placed 
at the upper end. In the process which is being described in this paper, 
these limitations have been met commercially by having a frequency 
characteristic of the uniform velocity type between the frequencies of 
200 and approximately 4000 cycles per second. Below 200 it has been 
necessary to operate at approximately constant amplitude with a re- 
sulting loss in intensity which loss increases as the frequency decreases. 
Above 4000 it has been necessary to operate at approximately constant 
acceleration with its consequent slight loss in intensity at the very high 
overtones. With a characteristic of this type, a range of frequencies 
from 60 cycles to 6000 can be recorded with reasonable success although 
the very low and very high range are slightly deficient. (See Fig. 14) 
With a record having such a frequency characteristic, the inherent 
limitations are divided between the two ends of the frequency band 
and where electrical reproduction methods are used, it is possible to 
employ a reproduction system whose frequency characteristic com- 
pensates for that of the record. 

It should be pointed out that an attempt to record notes lower than 
the low cutoff of the above mentioned apparatus would result in record- 
ing only those harmonics of the notes which lie above the cut-off. This 
in no way prevents the listener from hearing the notes, reproduced by 
means of the harmonics only, as notes with the pitches of the missing 
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fundamentals although it does somewhat change the quality of the 
8 [tit were not for this ability of the ear to add the fundamental 
pitch of a note, of which only the harmonics are being reproduced, most 


tone. 


of the older phonographs and loud speakers would have been totally 
useless for the reproduction of speech and music. 


MECHANICAL VERSUS ELECTRICAL RECORDING 


In attacking the recording part of the problem, two ways at once 
present themselves; first, the direct use of the power of the sound be- 
ing recorded to operate the recording instrument; and second, the use 
of high quality electric apparatus with vacuum tube amplifiers in order 
to give more freedom to the artists and better control to the process. 
The amount of power available to operate the recorder directly from 
the sound in the recording room is so small as to make it extremely 
difficult to make records under natural conditions of speaking, singing, 





Fig. la—Picture of an orchestra recording by the acoustic process. This picture was 
furnished through the courtesy of the Victor Talking Machine Company, Camden, 
New Jersey 


or instrumental playing. As the use of high quality electric apparatus 
with associated amplifiers has a very distinct advantage over the 
acoustic method, they have been adopted for the recording part of the 
process. Fig. la shows a picture of a group of artists recording by 


’ Physical Criterion for Determining the Pitch of a Musical Tone, H. Fletcher 
Phys. Rev., Vol. 23, No. 3, March, 1924. 
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means of the sound power directly, while Fig. 1b shows a record being 
made by the same artists with the electric process. 

It will be noticed in Fig. la that the artists are grouped very closely 
about the horn. In the case of the weaker instruments such as violins, 
it has been possible to use only two of standard construction. The rest 
of the violins are of the type known as the ‘‘Stroh” violin which is a 
device strung in the manner of a violin but so arranged that the bridge 





Fig. 1b—Picture of the same orchestra shown in Fig. la, but recording by the electri 
process. This picture was furnished through the courtesy of the Victor Talking 
Machine Company, Camden, New Jersey 


vibrates a diaphragm attached toa horn. The horn is directed toward 
the recording horn, as shown by the player in the foreground. 

With such an arrangement of musicians, it is very difficult to arouse 
the spontaneous enthusiasm which is necessary for the production of 
really artistic music. In Fig. 1b the musicians are sitting at ease more 
nearly in their usual arrangement and all are using the instruments 
which they would use were they playing at a concert. Furthermore, 
the microphone is now sufficiently far away from the orchestra to re- 
ceive the sound in much the manner that the ears of a listener in the 
audience would receive it. In other words, it picks up the sound after 
it has been properly blended with the reflections from the walls of the 
room. It isin this way that the so-called ‘“‘atmosphere”’ or ‘“‘room-tone”’ 
has been obtained. 

In the old process, it sometimes happened that after the instruments 
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had been arranged in such a manner that the relative loudness of the 
various parts had been balanced correctly, it was found that the whole 
selection was either too loud or too weak. This usually meant a com- 
plete rearrangement of the players. With the flexibility introduced by 
the use of electrical apparatus including amplifiers, the control of loud- 
ness is obtained by simple manipulation of the amplifier system and is 
in no way related to the difficulties of the relative loudness of one in- 
strument to another. The only problem for the studio director in this 
case is to obtain the proper balance among the various musical instru- 
ments and artists. The advantages derived from this added ease of 
control are also made manifest in that it is much easier and less tire- 
some for the artists and it is usually possible to make more records in a 
given time. 


MECHANICAL VERSUS ELECTRICAL REPRODUCING 


Where the question of reproduction is concerned, the same two alter- 
natives mentioned for recording present themselves, namely, direct use 
of power derived from the record itself versus the use of electrome- 
chanical equipment with an amplifier. In this case, however, the situa- 
tion is a little different as the power which can be drawn directly from 
the record is more than sufficient for home use. Since any method of 
reproducing from mechanical records by electrical means involves the 
use of a mechanical device for transforming from mechanical to elec- 
trical power and a second such device for transforming from electrical 
back to mechanical power, that is, sound, it is necessary to use two 
mechanical systems, one at each end of an electrical system. Where 
the power which can be supplied by the record, is sufficient to produce 
the necessary sound intensity, as in the case of home use, it is in general 
simpler to design one single mechanical transmission system than it is 
to add the unnecessary complications of amplifiers, power supply and 
associated circuits. In cases where music is to be reproduced in large 
auditoriums, the power which can be drawn from the record may be 
insufficient and some form of electric reproduction using amplifiers be- 


comes necessary. 
BRIEF DESCRIPTION OF RECORDING SYSTEM 


The system used for recording consists of a condenser transmitter, a 
high quality vacuum tube amplifier and an electromagnetic recorder. 
Fig. 2 shows the calibration of the condenser transmitter and the asso- 
ciated amplifiers. The condenser transmitter and amplifiers are so de- 
signed that the current delivered to the recorder circuit is essentially 
proportional to the sound pressure at the transmitter diaphragm. The 
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electromagnetic recorder, which will be described later, is designed to 
work with this type of system. With the exception of this electromag- 
netic recorder, apparatus of this type has already been described in the 
literature? In addition to this equipment which might be called the 
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Fig. 2—Calibration of the condenser transmitter and associated amplifiers 


This curve shows merely the relative frequency sensitiveness of the system, the 
zero line having been chosen arbitrarily. 


recording amplifier system, there is a volume indicator for measuring 
the power which is being delivered to the recorder and also an audible 
monitoring system. The audible monitoring system consists of an 
amplifier whose input impedance is high compared with the recorder 
impedance and a suitable loud speaking receiver. The monitoring am- 


Fig. 3——Schematic mechanical arrangement of diaphragm and air chamber 


plifier is bridged directly across the recorder and operates the loud 
speaking receiver so that the operator may listen to the record as it is 
being made. 

‘Wente, E. C., “Condenser Transmitter as a Uniformly Sensitive Instrument for 
Measuring Sound Intensity,” Phys. Rev., Vol. 10, 1917. 

Crandall, I. B., ‘‘Air-Damped Vibrating Systems,”’ Phys. Rev., Vol. 11, 1918 

Wente, E. C., “Electrostatic Transmitter,’’ Phys. Rev., Vol. 19, 1922. 

Martin, W. H. and Fletcher H., “High Quality Transmission and Reproduction of 
Speech and Music,” Trans. A. 7. F. E., Vol. 43, 1924, p. 384. 

Green, I. W. and Maxfield, J. P., “‘Public Address Systems,” Trans. A. J. E. 
Vol. 43, 1923, p. 64. 
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In the design of the recording and reproducing systems each part of 
the system has been made as nearly perfect as possible. Errors of one 
part have not been designed to compensate for inverse errors in another 
part. Although this method is the more difficult, its flexibility, par- 
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Fig. 4—Electrical equivalent of mechanical system shown in Fig. 3 


ticularly as regards the commercial possibilities of future improve- 
ments justifies the extra effort.’ There is, therefore, no distortion in 
the record whose purpose is to compensate for errors in the reproducing 
equipment; the only intended distortion in the record being that re- 








Fig. 5—Schematic mechanical arrangement of needle arm transformer 


quired by the inherent limitations mentioned above. See Figs. 2, 14 


and 20. 


GENERAL BASIS OF DESIGN 


An interesting feature of the development of the mechanical and 
electromechanical portions of the recording and reproducing system is 
their quantitative design as mechanical analogs of electric circuits. 
Both the recording and reproducing systems are good examples of the 
use of this type of analogy. 

The economic need for the solution of many of the problems con- 
nected with electric wave transmission over long distances coupled with 
the consequent development of accurate electric measuring apparatus 
has led to a rather complete theoretical and practical knowledge of 
electrical wave transmission. The advance has been so great that the 
knowledge of electric systems has surpassed our previous engineering 


5 Green, I. W. and Maxfield, J. P., “‘Public Address Systems,” Tras. A. I. E. E., 
Vol. 42, 1923, p. 64. 





One ere mane 


a athlete 














RECORDING AND REPRODUCING OF MUSIC AND SPEECH 503 


knowledge of mechanical wave transmission systems. The result is 
therefore, that mechanical transmission systems can be designed more 
successfully if they are viewed as analogs of electric circuits. 

While there are mechanical analogs for nearly every form of electrical! 
circuit imaginable, there is one particular class of electrical circuits 


Fig. 6—Electrical equivalent of system shown in Fig. 5 with its termination 


whose study has led to ideas of the utmost value in guiding the course 
of the present development. This class of circuits consists of infinitely 
repeated similar sections of one or more lumped capacity and induc- 
tance elements in series and shunt and are commonly known as filters. 
The study of filters began with the work of Campbell’ and a recognition 


Fig. 7-—Electrical equivalent of the spider section 


of their importance as frequency selective systems in telephone re- 
peaters, carrier systems, radio, signalling systems, etc., led to their 
intensive study. In the available literature is to be found a fairly com- 
plete statement of their properties and details of their design.® 

6 Campbell, G. A., ‘On Loaded Lines in Telephonic Transmission,’ Phil. Mag., 
March 1903. 

Campbell, G. A., U. S. Patents 1,227,113; 1,227,114; ‘‘Physical Theory of t 
Electric Wave Filter,”’ Bell System Technical Journal, November 1922. 

Zobel, O. J.,‘Theory and Design of Uniform and Composite Electric Wave Filters,” 
Bell System Technical Journal, January 1923 

Peters, L. J., ‘‘Theory of Electric Wave Filters Built up of Coupled Circuit Ele- 
ments,’’ Trans. A. J. E. E., May 1923. 

Carson, J. R. and Zobel, O. J., “Transient Oscillations in Electric Wave Filtyrs, 
Bell System Technical Journal, July 1923. 

Zobel, QO. Sey ‘*Transmission Characteristics of Electric Wave Filters,’ Bell Systen 
Technical Journal, October 1924. 

Johnson, K. S., and Shea, T. E., ‘Mutual Inductance in Wave Filters with an In 
troduction on Filter Design,”’ Bel! System Techincal Journal, January 1925. 

Johnson, K. S., ‘‘Tansmission Circuits for Telephonic Communication,”’ D. Van 
Nostrand, 1925. 
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It will be recalled in the case of the telephone circuit that the intro- 
duction of inductance coils at regular intervals in the circuit produced a 
remarkable change in the transmission characteristic. Over a broad 
band of frequencies the attenuation was reduced and made fairly uni- 
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Fig. 8—Electrical equivalent of simple low pass type of network which occurs fre- 
quently in this work 


form over that range while beyond a critical frequency called the cut-off 
frequency the attenuation became very high. In the ideal filters with 
zero dissipation the transmission characteristics are of the same nature 
but more clear cut. Structures of this type with infinitely repeated 
sections will have one or more transmission bands of zero attenuation 
and one or more bands having infinite attenuation. The impedance 
characteristics of such a structure measured from certain characteristic 
points will be pure resistance more or less uniform in the transmission 
bands, and pure reactance in the attenuation bands. These termina- 
tions are mid-series; that is, the entering element being one-half of 
the normal series element; or mid-shunt; that is, the entering element 
being twice the impedance of the normal shunt element. The cor- 
responding impedances are called the mid-series and mid-shunt 
characteristic or iterative impedances. 

If we retain the first few sections of such a structure and terminate 
them with a resistance which is equal to the resistance impedance of the 
infinite line from which they were taken, the characteristics are sub- 
stantially unchanged. It is understood, of course, that this resistance 
equals approximately the resistance impedance of the remainder of the 
infinite line at most of the frequencies in the transmission band in 
which we are interested. 

The presence of small amounts of damping in the various elements 
also has but slight effect on the general characteristics. These results 
could in general be readily applied to the various telephone transmis- 
sion problems because the source and load between which the filter sys- 
tem was inserted generally had or could be made to have a resistance 
impedance nearly equalling the mid-series or mid-shunt impedance 
of the filter within the transmission band. The filter and terminating 
impedances may then be said to be matched. Where adjacent sections 
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in the filter have impedances similar in character but different in abso- 
lute magnitude they may be joined by a suitable transformer. 

Many early attempts were made to design mechanical transmission 
systems having a wide frequency range in which highly damped single 
or multi-resonant systems were employed. In these attempts both of 
the obvious methods of increasing the damping were used, namely, 
that of adding a resistance to the system and that of increasing the 
value of the compliance and decreasing mass in such proportion as to 
maintain the same natural frequency. The former of these methods 
reduces the sensitivity of the system at the point where it is most effi 
cient (See Fig. 9), while the second method increases the response at 
the points where the system is less sensitive, namely, away from its 
resonance point. Fig. 9 shows four curves—first, a singly resonant sys- 
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Fig. 9—Velocity response for various values of mechanical constants 


tem, Curve A; second, the same system with friction added, Curve B; 
third, the same system without the added friction but with an increase 
in compliance and a decrease in mass such that the natural period re- 
mains the same, Curve C; and fourth, a band pass type of circuit 
whose resistance impedance is the same as that of the system shown in 
Curve A. (See Curve D.) 

The results of filter theory have shown how these resonances should 
be coordinated so that when a proper resistance termination is used 
high efficiency and equal sensitivity are obtained over a definite band 
of frequencies by elimination of response to all frequencies outside the 
band. With the electrical case of a repeated filter, each section con- 
sidered by itself resonates at the same frequency but when combined 
into a short-circuited filter of m sections, there will be ” natural fre- 
quencies. However, when such a system is terminated with a resist- 
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ance which equals the nominal characteristic impedance in the trans- 
mission band, uniform response in the terminating resistance is ob- 
tained over the entire band. 


DETAILED ANALYSIS OF MECHANICAL AND ELECTRICAL ANALOGS 7 


Before going on with a detailed treatment of the electrical analogs 
of the mechanical structures used in the problem of phonographic re- 
production, a list of the corresponding quantities used in the two sys- 
tems will be given, together with the symbols employed. 


Mechanical Electrical 

Force F (dynes Voltage = E (volts) 
Velocity v (cm./sec. Current = i (amperes) 
Displacement Ss. tom. Charge = q (coulombs) 
Impedance = s (dyne sec./cm.) Impedance = Z (ohms) 

or mechanical ohms 
Resistance = r (dyne sec./cm.) Resistance = R (ohms) 
Reactance = x (dyne sec./em.) Reactance = X (ohms) 
Mass = m (gms.) Inductance = L (henries) 
Compliance = ¢ (cm./dyne)§ Capacity = C (farads) 





Fig. 10—This figure shows an electromagnetic recorder complete except for the bot- 
tom of the case 


In addition to the above certain other quantities such as angular 
displacement, pressure and impedance per unit area, and a few others 
which have no direct electrical analog will be used. These quantities, 

rhe authors wish to express their appreciation to Mr. E. L. Norton for his courtesy 


in working out the mathematics of the mechanical and electrical analogs which are 
shown in this paper. 


*H. W. Nichols, ‘Theory of Variable Dynamical Electrical Systems,” Phys. Rev. 
Vol. 10, 1917. 
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however, are either standard in the literature or may always be 
reduced to those given above. 

As illustrations of the general methods employed certain important 
portions of the reproducer will be considered in detail. Considering 
first the electrical analog of the air chamber * between the diaphragm 
and horn, we make use of the following list of symbols (see Figs. 
3, 4, 15 and 16): 

m3; = Effective mass of diaphragm in grams; 

A,=Equivalent area of diaphragm in cms’; 

cs =Compliance of edge of diaphragm; 
c; = Compliance of air chamber; 
A».=Area of throat of horn; 


Il 


Impedance of horn—Vector ratio of applied force at the throat 
of the horn to the resultant linear velocity of the air; 

$s, = Displacement of diaphragm; 

?,= Velocity of diaphragm; 

$2 = Displacement of air in throat of horn; 


» = Velocity of air in throat of horn; 

Py and Vo =Initial pressure and volume of air-chamber; 

F =Force applied to diaphragm; 

pb =Small change of pressure in air-chamber. 

For a small change p in the pressure within the air-chamber we have : 
n(A 1S;—A2S2)Po 


p= Vo (1) 


where n= 1 for an isothermal change and 1.4 for an adiabatic change 
For the case under consideration = 1.4 very nearly. 

If the horn opening is closed, s=0, and we get for the compliance 
of the air chamber as measured from the diaphragm 


S| Vo 


C7 = = 


pA l npoA i 


We have the two force equations 


dv, $| : 

mM: + +pA,=Ff 2) 
: dt C6 P 
She — pA2=0 3) 


® The use of the air chamber to increase the loading effect of the horn on the 
diaphragm has been appreciated for a number of years. It has been used in tel 
phone receivers, phonographs, and loud speaking receivers since their earliest devel 
opments. A treatment of the force equations of the air-chamber was given by 
Hanna & Slepian, ‘‘The Function and Design of Horns for Loud Speakers.’ Trans 
A. I. E. E., 1924, p. 393. The equivalent structure, however, was analysed as 
compliance and resistance in series instead of in shunt. 
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or substituting the values of p and c7 


dv) wy l [ 
Ms + + $| 
dt C6 C7 


arm, 
» » 
— 
eee” 
n 

ts 

~ 
Pa 


If 7) =jwsi, ete. 


where 


tom —j(42)2. 


Considering now the analogous electrical circuit, and assuming 
the velocity, current, force and voltage to vary sinusoidally, we have 
the parallel relationship for the steady state conditions : 


diy qi 4 l [ x (=) _P, 
re rT + CT OL” N, a2 | =F, 
cat Lt (N2\? No 
ATs abe Gs —)g,=0. 
trite (x3) ae- ) 


= turns ratio of ideal transformer (Fig. 4). 





where V, 
If 7; =jwqi, ete. 
Zi, —-Zmi2=E 
Zot2—Zmi,=0 


where 
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The last five equations in each case give the complete solution of 
the network. By analogy between the two sets of equations, 
therefore, the air-chamber corresponding in the electrical case to a 

Vo 
nPyA \*" 


together with a transformer inserted before the horn, which has an 


shunt capacity, ¢; is spoken of as a shunt compliance, ¢; = 


equivalent turns ratio equal to the ratio of the areas of the diaphragm 
and horn openings. 

Taking up now the somewhat different illustration of the needle arm, 
the following symbols are needed (Figs. 5, 6, 15, 16): 


1, = Distance from pivot point to end of needle; 
ly 


I =Moment of inertia of needle arm; 


= Distance from pivot point to center of “spider” (Fig. 15 


m,=Apparent or equivalent mass of arm as measured from the 


center of the spider 


¢,=Compliance of needle point; 


» =Compliance of bearing to turning of the needle arm, as meas- 
ured from end of arm at the spider; 

¢; =Compliance of end of needle arm attached to spider; 

s;= Displacement of tip of needle; 

Sx = Displacement of end of arm at the spider; 

$3 = Displacement of spider; 

z, = Mechanical impedance of spider and remainder of structure 
Vector ratio of applied force to resultant velocity; 

@ =Angular displacement of needle arm; 


F 


= Applied force at needle point. 
We have the three force equations: 


s,—1,0 


C} 


=f (6) 


ao (hO—sih Aly? | (120- S3)lo 


dt? C) tj Cs 


I =0 (7) 


S3s—10 , _ dss 0 (8 
Pa = 5) 
di dt 
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‘ So . ‘ 
Replacing 6 by and I by mjl.? gives: 
| yy : $ 


I 
$\- So 
l» ; 
= = f (9) 
C) 
d*s» l; 7 ] l l, Sy S3 
+ So 4 -J— —- ==) ( 
m1 af +se| (51) C, ' ~+ oi le Cy C3 ads 
S$3—So ds3 
-~ +2 = () 
C3 . s dt (11) 


Considering now the parallel mechanical electrical circuits, and 
assuming as before sine functions for v, 7, F, and E, we have: 


Mechanical Case, substituting v;=j @ S;, etc., in the last equations: 


« we Sg 1, v2 . 
—j +] = F, 
WC] ls WC} 


nfn-(Xb-2-2 
/V2) wm im wey Wl WC | 


« U2 a | 
j= +05(s ct ener ) =0. 
WC3 WC3 
Electrical Case, with ideal transformer of turns ratio - 


N° 
J 11 5 Ne lo =" 
‘a 7 +i(5 a be 7s ir, 


ics N.\? l | l F N» 1) r 13 
jis] wl— (2) - a7 (53) +55 =0, 
¢ if N i7 wl; wlo wl, +I N, w( TI 3 


The analogy between the two sets of equations is quite obvious. 
It will be noticed that the effect of the lever arm is to introduce an 
equivalent transformer of a turns ratio which is the reciprocal of 
the corresponding lengths of the arms. 

The general method of deducing the equivalent electric circuits 
should be clear from the above illustrations of the air-chamber and 
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of the needle arm. For example, in the spider section, Fig. 15, the 
mass is driven directly by the force from the needle-arm compliance, 
there being a small series compliance in the connection owing to 
bending of connecting rod. The diaphragm is connected through the 






Rubber Line 





Fig. 11—Detailed drawing of the mechanical filter of an electromagnetic recorder. 
(Lettering same as in Fig. 12 


compliance of the prongs of the spider. The equivalent circuits are 
shown in Figs. 7 and 16. 

The equations of this network may be obtained from the equations 
for the needle arm by placing c; equal to zero, taking a unity ratio 
transformer, and substituting my» for my, cy for c, cs for cz and 2, for 2.. 

Another type of network which occurs frequently in the building 
of mechanical vibrating systems is represented diagrammatically in 
Fig. 8. This is clearly a particular case of Fig. 7 with cy made infinite. 

By combining Fig. 6 representing the needle arm, Fig. 7, repre- 
senting the spider section and Fig. 4 representing the diaphragm, 
air-chamber and horn, the complete reproducer may be built up. 
The resultant network is shown in Fig. 16. Since methods are avail- 
able in the theory of electric wave filters to determine the proper 
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values of the elements of the complete network for a free transfer 
of energy throughout an assigned frequency band, the analogous 
mechanical elements may be determined in the same manner. 


COMPLIANCE 
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Fig. 12—Equivalent electric circuit of the electromagnetic recorder 


GENERAL DESIGN OF MECHANICAL SYSTEMS 


In designing mechanical systems of the band pass type, the problem 
is three fold—first, that of arranging the masses and compliances such 
that they form repeated filter sections; second, determining the magni- 
tude of these quantities so that with or without transformers the separ- 
ate sections all have the same cut-off frequenceis” and characteristic 
impedances; third, to provide the proper resistance termination. 
Where the transmitted mechanical power has not been radiated as 
sound this third part has been one of the most difficult to fulfill. 

In designing these systems, practical difficulties arose—first, the 
difficulty of insuring that the parts vibrated in the desired degrees of 
freedom only, and second, the difficulty of determining the magnitudes 
of the various effective masses, compliances and resistances. Before 
the work to be described could be carried out practically it became 
necessary to develop a method of measuring mechanical impedances". 

10 It is of course permissible to have a section having a higher cut-off than the others 
provided its characteristic impedance is the same as that of the others over the trans- 
mission band of those having the lower cut-off. 

' Kennelly, A. E. and Affel, H. A., ““The Mechanics of Telephone Receiver Dia- 
phragms, as Derived from their Motional Impedance Circles,”’ Proc. A. A. A. S., Vol. 
51, No. 8, November, 1915. 

Kennelly, A. E. and Pierce, G. W., ‘‘The Impedance of Telephone Receivers as 
Affected by the Motion of their Diaphragms,”’ Proc. A. A. A. S., Vol. 48, No. 6, Sep- 
tember, 1912. 
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Such a method has been developed which at the present time covers a 
range of frequencies from somewhere below 50 to about 4,500 pps. 
Work is still being continued to extend the method to the higher 
frequencies. This method of measurement has been very useful not 
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Fig. 13—Electromagnetic recorder using lumped loaded termination 


The method of furnishing dissipation to the lumped loaded line is shown 


only in determining the magnitudes of the impedances in the degrees 
of freedom in which it is desired that they shall operate, but in deter- 
mining the impedances to motion of the various parts in directions 
in which they should not be permitted to vibrate. In connection 
with the measurement of the magnitudes of the parts in the desired 
degrees of freedom this method enables us to determine the constants 
of the mechanical networks under their conditions of operation. 
Experience so far has indicated that when all the degrees of freedom 
have been taken into account and when the dynamic axes of vibration 
have been properly chosen, the static and dynamic constants of the 
parts are the same, and it is then possible to check the parts by simple 
static measurements. In the early attempts to build these systems 
very large discrepancies between the static and dynamic character- 
istics were found. 
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THE RECORDER 


One of the early practical phonographic applications of electric filter 
design to mechanical problems was the development of an electromag- 
netic recorder. The instrument as finally constructed is essentially a 
properly terminated three-section mechanical filter in which the re- 
cording stylus and its holder constitute the series mass in the second 
section. Since a filter of this type appears at its input end as approx- 
imately a pure resistance within the transmission band, the current in 
the series inductances, that is, in the mechanical case, the velocity of 
the series masses is proportional to the driving force. 

Figs. 10, 11 and 12 show respectively, a complete recorder, a drawing 
of the mechanical filter of such a recorder and a diagram of the equiva- 
lent electric circuit. The armature acts as the series mass m, in the 
first section; the magnetic field as the series negative compliance, — C0; 
the shaft between the armature and the stylus holder as the shunt 
compliance ¢;; the balancing springs as the series compliance ¢2; the 
stylus holder and the stylus as the series mass m2; the shaft between 
the stylus holder and the disk, coupling the system to the terminating 
resistance, as the compliance c3; the coupling disk as the series mass 
ms; and the terminating line as approximately a mechanical resistance. 

All of these equivalents are seen from the simple analog previ- 
ously outlined with the exception of the terminating resistance and 
the negative compliance,—c. The terminating resistance was origi- 
nally made up of a series of filter sections of lumped series masses 
and shunt compliances with a small amount of damping added to the 
motion of each of the series masses. Fig. 13 shows one of the early 
recorders equipped with this type of resistance termination. The 
reason for using such a complicated termination lies in the fact that 
most of the known mechanical resistances have values which are 
functions of frequency or of amplitude or both. Also in most cases, 
the mechanical resistance is accompanied by either a mass or com- 
pliance reactance. By using a multi-section filter which is suff- 
ciently long so that a wave entering it will be essentially absorbed 
before it has reached the far end, been reflected and returned to the 
entering end, it has been possible to use imperfect types of damping 
for this line and still obtain over the desired band, an essentially pure 
resistance at the input end. 

More recently a continuous line has been developed which is much 
easier of practical attainment than the complicated lump-loaded 
filter. The recorder shown in Fig. 10 is so equipped. 

Fig. 14 shows calibration curves of three types of recorders. The 
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bottom curve shows an early type of highly damped singly resonant 
system. The middle curve is a calibration of a low pass mechanical 
filter type using lumped loading in the resistance line. The upper 
curve shows the calibration of the recorder shown in Fig. 10. 

The compliance — co is a mechanical quantity for which there is no 
simple electric analog. In a balanced armature type of structure such 
as that shown in Fig. 11, the action of the field on the armature, when 
it is at its center point, is balanced. If, however, the armature be de- 







































































20> ; t 
10-24 see eee ie 
Lo LE CALIBRATION CURVE ; = 
EE: ; OF ELECTRIC RECORDER ‘SSS 
0 Birla SS SSHHe 
==: st 
SORIO= rae ; 
5 —s : TTECALRATION CURVE | 
¢ : EOF ELECTRIC RECORDER | 
Fs LUMP LOADED TERMINATION j 
a : as ae! { 
ne 
== == +++ 
= S—TEARLY TYPE i 
= EL EET ReCoeER 3 SSSszi j 
= —SwTH EquauizeR fj of ft pi tib tii 
em S23 v2: SSS PE tttit | 
500 1000 5000 


CYCLES PER SECOND 


Fig. 14—Calibration curve of three types of electromagnetic recorders 


flected, a small distance from this equilibrium, there is exerted by the 
magnetic field a torque tending to pull the armature further away from 
its center position. The value of this torque for small amplitudes is 
proportional to the angular displacement. It is therefore seen that this 
quantity is of the nature of a compliance but that the back force is in a 
reverse direction to that required for a positive compliance. 


DESIGN OF THE REPRODUCING APPARATUS 


As the analogy between the mechanical and electrical filter is more 
perfectly shown in the case of the reproducing equipment, its detailed 
quantitative description will now be given. Figs. 15 and 16 show re- 
spectively a diagram of the reproducing system and its equivalent 
electric circuit. From these diagrams it is evident which units in the 
mechanical system correspond to the various electrical parts. As 
the series compliances ¢2, c, and cs have been made so large that 
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the low frequency cut-off caused by them lies well below the low 
frequency cut-off of the horn, an inappreciable error is introduced in 


Cs 








C, 


Fig. 15—Diagrammatic sketch of the mechanical system of the phonograph 


using for design purposes formulas of low pass filters”. The two for- 


mulas which will be used are as follows: 


f= : | (12) 
. ™ Nic ~ 
Where 

f. = cut-off frequency of a lumped transmission system in cycles 
per second 

c = shunt compliance per section in centimeters per dynes 

m = series mass per section in grams 

Zo= | (13) 


where zo'* is the value of characteristic impedance over the greater 
part of the band range. 


2 Campbell, G. A., “On loaded lines in Telephonic Transmission,’’ Phil. Mag., 


March, 1903. 
Sco may be called nominal mid-shunt or mid-series impedance, Their actual 


values in the transmission band being at any frequency f,, 
; ; f \2 " 
mid-series = zo 1— (= ) mid-shunt = — 

ij f 


: Vi- (5 
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Equations (12) and (13) which form the basis of the design work con- 
tain four variables, f., c, m and 2. It is, therefore, necessary to deter 
mine two of them by the physical requirements of the problem after 
which the other two are determined. The upper cut-off frequency / 
was arbitrarily chosen at 5000 pps. as a compromise between the high 
est frequency occurring on the record and the increase in surface noise 


" < b 3 
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Fig. 16—Electric equivalent of the system shown in Fig. 15 


as the cut-off is raised. The choice of the other arbitrarily set variable 
came after considerable preliminary experimenting and was fixed by 
the difficulty of obtaining a diaphragm which is light enough and has a 
large enough area. Hence the effective mass of the diaphragm ms, 
(Figs. 15-16) was fixed at 0.186 grams which value can be obtained by 
careful design. The effective area can be made as large as 13 square 
centimeters. For convenience let the arbitrary value chosen for f. = / 
and the value of m = ms. 


Solving Equations (12) and (13) for ¢ and 2, we get 


~ 


l 
( (14 
7w-fo-m 
Z=afem (15 
also 
| 
2>= f (16) 
TCS¢ 


In order to obtain the low value of mass mentioned, with a large 
enough area, it was necessary to make the diaphragm of a very stiff 
light material. An aluminum alloy sheet 0.0017 in. thick was chosen 
and concentrically corrugated as shown in Figs. 17 and 18. These cor- 
rugations are spaced sufficiently close so that the natural periods of the 
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flat surfaces are all above f;.. To insure that this central stiffened por- 
tion should vibrate with approximate plunger action, which is more 
efficient than diaphragm action, it is driven at six points near its 
periphery. 

Reference to Figs. 15 and 16 and Equation (14) shows that the com- 
pliance of the air chamber c;, of the spider legs c; and shunt tip of the 
needle arm ¢c; are determined. Also the mass of the spider mez and the 
effective mass of the needle arm m, as viewed at the point where it is 
attached to the spider, are determined. 

The impedance looking into the system from the record is deter- 
mined by the rate at which it is necessary to radiate energy in order 
that the reproduction may be loud enough. The power taken from the 
record is approximately v* zp since 2 is a resistance over most of the 
band. Experiment has shown this value of go to be approximately 4500 
mechanical ohms. 

But substituting in Equation (13) the value of m3, and from Equa- 
tion (14) the value of c;, we find that the impedance is only 2920 me- 
chanical ohms. It is, therefore, necessary to use a transformer whose 

4500 


impedance ratio is 2920)" 


From this and a knowledge of filter structures 
the needle-point compliance can be determined. The value obtained is 
easily realized with commercial types of needle. 

It will be noted that the re¢ord is shown in Fig. 16 as a constant cur- 
rent generator, 7. e., a generator whose impedance appears high as 
viewed from the needle point. That this is necessary is obvious when 
it is remembered that, if the impedance looking back into the record 
were to equal the impedance of the filter system, the walls of the record 
would have to yield an amount comparable with one-half the amplitude 
of the lateral cut. This would cause a breakdown of the record material 
with consequent damage. 

The design of the system is, therefore, complete except for the resist- 
ance termination which is supplied by the horn for all frequencies 
above its low frequency cut-off. The characteristics of the horn will be 
dealt with later. The resistance within the band looking in at the small 
end of the horn is G Az where G equals the mechanical ohms per square 
centimeter of an infinite cylindrical tube of the same area, and A>» 
equals the area in square centimeters of the small end of the horn. 

Let A, = the effective plunger area of the diaphragm (as previously 
mentioned this is 13 sq. cm.). |The impedance looking back at the 
diaphragm is 


LS] 


o= 7 fe m3= 2920 mechanical ohms 
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from Equation (15), and the impedance looking at a horn whose small 
end area equals A¢ is 

A=K= 466 (17 
Substituting 
r 13 sq. cm. 
G =41 ohms per cm2* 
we get 

Zh = =533 mechanical ohms 


This is entirely insufficient so that the air-chamber transformer be- 
comes necessary. 

To calculate the necessary ratio of areas on the two sides of the air- 
chamber transformer, the following formula is needed. The formula 
assumes the chamber to be relatively small compared with all wave 
lengths of the sound to be transmitted, that is, the pressure changes 
throughout the chamber are substantially in phase. 


==(2)= (= (4) 
where 


% =the impedance of the primary side of the transformer in me- 
chanical ohms; 

z, =the impedance on the secondary side of the transformer in 
mechanical ohms, 7.e., the horn impedance; 

v,=mechanical current, 7.e., velocity on the primary side of the 
transformer in centimeters per second ; 

v2 =mechanical current on the secondary side of the transformer 
in centimeters per second ; 

F,=alternating force on primary side of air-chamber transformer 
in dynes; 

F,=alternating force on secondary side of air-chamber transformer 
in dynes; 

A, =effective area working into the primary side of the air-chamber 
in centimeters squared ; 

A,=effective area working into the secondary side of the air- 
chamber in centimeters squared. 

The characteristic impedance of the line on the diaphragm or 

primary side of the air-chamber as shown by equation (15) is 


; (19) 
29 = whcms. 1 


From Equation (17) the characteristic impedance on the horn or 
secondary side is 
Z,=GA>. (20) 
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Therefore, 


As\? 2 GA» 
(3?) =2 = = (21) 
A 1 So wh N13 
and solving this for As, we get 
GA; 
Ast= : (22) 
wh Ms ae 


The equivalence of the air-chamber to a transformer shunted by a 
compliance is shown earlier in the paper. 

In applying the foregoing method of design to a practical structure, 
a number of design problems had to be solved. The construction 
of the diaphragm and the method by which it is actuated have been 
already described, except for the tangential corrugations constituting 
the series compliance. The use of these corrugations results in the 





Fig. 17—Photograph of mechanical reproducing system without the horn 


value of the series compliance being practically independent of the 
nature of the clamping, and has eliminated a tendency to “rattle”’ 
introduced by unevenness in the clamping surfaces. 

Another feature in connection with the sound box is the needle- 
arm bearing shown in Figs. 17 and 18. Ordinary knife-edge bearings 
are not sufficiently rigid as fulerums and the rotational reactance as 
well as the rotational resistance is undesirably large. A construction 
which has been found to meet the necessary requirements is the ball 
bearing type with the steel balls held in position by magnetic pull. 
By making the ball-containing case of soft steel and magnetizing the 
shaft, it has been possible to manufacture this bearing reliably and 


cheaply. 
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The horn which has been used as a terminating resistance to the 
mechanical filter structure is a logarithmic one. The general properties 
of logarithmic horns have been understood for some time." 

There are two fundamental constants of such a horn—the first is the 
area of the large end and the second the rate of taper. The area of the 





Fig. 18—Sectional drawing showing construction of the system shown in Fig. 13 


mouth determines the lowest frequency which is radiated satisfactorily 
The energy of the frequencies below this is largely reflected if it is per- 
mitted to reach the mouth. 

From the equations given by Webster, “ it can be shown that all 
logarithmic horns have a low frequency cut-off which is determined by 
the rate of taper. If the rate of taper is so proportioned that its result- 
ing cut-off prevents the lower frequencies from reaching the horn 
mouth, the horn will then radiate all frequencies reaching its mouth 
and very little reflection will result.” It is, therefore, possible to build 
a horn having no marked fundamental resonance. 

‘4 Webster, A. G., “Acoustical Impedance and Theory of Horns and Phonograph,’ 
Proc. Nat. Acad. of Sci., 1919. 

'* The authors wish to express their appreciation in this connection of the work 


Mr. P. B. Flanders who carried out the mathematical investigation of these relation 
ships and to Mr. A. L. Thuras who checked experimentally the mathematical theory 
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Since the characteristics of the horn are determined by the area of its 
mouth and by its rate of taper the length of the horn is determined by 
the area of the small end. This area is determined in turn by the 
mechanical impedance and effective area of the system which it is ter- 
minating, as shown in Equation (22). It is seen, therefore, that the 
length of the horn should not be considered as a fundamental constant. 
A paper describing the design of horns based on these principles is being 
prepared. 

An interesting feature of the horn which has been built commercially 
is its method of folding. The sketch in Fig. 19 shows a shadow picture 











Kig. 19—Sectional view of the folded horn showing the air passage 


of the horn. It will be noticed that the sound passage is folded only in 
its thin direction, which permits the radius of the turns to be small and 
thereby makes the folding compact. 

‘Fig. 20 shows the frequency characteristic of a phonograph designed 
as shown above with a logarithmic horn whose rate of taper and area 
of mouth opening place the low cut-off at about 115 cycles. It also 
shows the characteristics of one of the best of the old style phono- 
graphs. Curve A represents the new machine, while Curve B repre- 
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sents the old style standard machine. Since the vertical scale used 


: in this graph is logarithmic the full difference between the two instru- 
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Fig. 20—Response frequency characteristic of two phonographs. Curve A shows the 
characteristic of the band pass filter type described. Curve B shows the characteristic 
of one of the best commercial machines previously on the market 





Fig. 21—Bridge for measuring mechanical impedance, being used for determining 
the impedance of a phonograph horn 

ments does not appear at first glance. Some idea as to the magnitude 

of this difference can be obtained, however, by noting that the points 

P, on the curve of the old machine stands at a power level about 250 

times as great as P». 














Abstracts of Recent Technical Papers from 
Bell System Sources 


Complex Magnetization.! EUGENE PETERSON. Magnetization of 
silicon steel by two sinusoidal fields of differing frequencies. The 
energy loss W per cycle and the flux density B associated with each 
of the two frequencies were determined when the two sinusoidal 
magnetizing forces were simultaneously impressed on a_ toroidal 
silicon steel core built up of one-mil laminations. A null method 
was used which permitted suppression of the modulated currents 
and constancy of the impressed currents during manipulation for 
balance. The frequencies used were 400, 821 and 1582. Six sets of 
measurements were taken with fixed magnetizing forces ranging 
from 0.5 to 10 gilberts /em and superposed forces up to 15 gilberts /em. 
The results show that the effect of superposition depends upon the 
relative amplitudes and upon the frequency ratio R of the superposed 
frequency to the other. At low fixed fields W and B go through 
maxima as the superposed field is increased, the maximum value 
increasing with R. The maximum is less pronounced or absent for 
the higher fixed fields. In general B is smaller with a low than with 
a high value of R other things being equal. The effect on W is not 
as sharply defined; in general the effect of superposition is more pro- 
nounced the higher the superposed frequency. The amplitude effect 
and frequency ratio effect are shown to be in general agreement with 
conclusions drawn from mathematical treatment of somewhat simpli- 
fied cases and it is concluded that the effects are not inconsistent 
with purely hysteretic phenomena. 


Some Photographic Problems Encountered in the Transmission of 
Pictures by Electricity... HERBERT E. Ives. This paper considers 
some of the problems of photographic tone reproduction, which arise 
upon the introduction of an electrical transmission system between 
a picture placed on sending apparatus in one place and the copy of 
the picture made by receiving apparatus in another place. Some of 
these problems arise because of limitations introduced by the use 
of the electrical transmission line; others arise because of opportunities 
for the control of picture quality which are not afforded by ordinary 
photographic methods. As an illustration of one of these limitations 


' Physical Review, Vol. 27, pp. 318-328, March, 1926. 


* Journal of the Optical Society of America and Review of Scientific Instruments, 
March, 1926, pp. 173-194. 
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may be mentioned the fact that the original picture, for instance a 
photographic negative, is not seen by the operator at the receiving 
end. He cannot, therefore, by using his photographic knowledge and 
experience, choose printing media and decide upon conditions of 
exposure and development. As an illustration of the opportunities 
introduced by an electrical picture transmission apparatus may be 
noted the possibility of so poling the electrical elements that the 
received picture may be either a positive or negative, irrespective 
of the nature of the original at the sending end. 

While in other picture transmission systems other problems arise 
peculiar to these systems, it is believed that although the questions 
considered are those presented in commercial operation in the Bell 
System, they are, to a certain extent, common to all electrical picture 
transmission apparatus. 


A Radio Field-Strength Measuring System for Frequencies up to 
Forty Megacycles® H. T. Frus and E. Bruce. In previous types 
of radio field strength measurement apparatus it is very difficult to 
reproduce accurately the small comparison voltages at very high 
frequencies, due to reactive effects in the attenuating networks. The 
“tube voltmeter” is practically the only reliable instrument available 
at high frequency measurement work. New measurement sets for 
very high frequency signals have, therefore, been developed. The 
apparatus is a double detection receiving set which is equipped with a 
calibrated intermediate frequency attenuator and a_ local signal 
comparison oscillator. The local signal is measured by means of the 
intermediate frequency detector which is calibrated as a tube volt- 
meter and all required attenuations are made at the relatively low 
and fixed intermediate frequency. 


A New Mechanical Test for Rubber Insulation’ C.L. HtpPpENSTEEL. 
This paper discusses the development of a rapid routine test which 
will numerically express the ability of the rubber insulation to resist 
cutting by the conductor at the points of support and to resist cracking 
at points of extreme flexure. Up to the present time no one test of 
that nature has been described. 


3 Presented at a- meeting of the Institute of Radio Engineers, May 5, 1926 


4 Industrial and Engineering Chemistry, April, 1926. 
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